The National 


CLEANER & DYER 


FIRST IN THE DRYCLEANING INDUSTRY SINCE 1910 





4 
& 





eee 


BRAND-NEW and impressive is plant call office at Swiss Cleansing Company, Providence, 8. |. Photo mural is part of 
design in all Swiss stores. Note use of mahogany conopy, attractive signs. Story and pictures on whole plant on page 36 
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always add the correct 
amount of 


) ’ HEN USED in recommended quan 


tities, Hyflo consistently delivers 
high quality work and long cycles at 
low pressures. Johns-Manville Hyflo* 






is the high speed filter powder that 

makes solvent recovery almost 
automatic. It always removes 
insoluble impurities, never removes 





. active detergent. 


») 


Hyflo works with every type of 
system, filter or solvent. Most 
cleaners have depended on it ever 
since it revolutionized drycleaning 
methods 32 years ago. If you are not 
already using Hyflo, write today for 
name of your dealer. Address Johns- 
Manville, Box60, New York 16, N.Y. 
In Canada, 565 Lakeshore Rd. East, 
Port Credit, Ontario. 





J-M Dealers — there's one nearby, ready 
to serve you 


J-M Drycleaners Handbook — ask your 
dealer for the new 7th Edition 

J-M Engineers — get expert help on your 
operating problems 


J-M Drycleaning Laboratory —for study 
of the latest cleaning methods 





Onwe man , 


JM, Johns-Manville * Y FLO 


the filter powder for charged system cleaning 
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Drycleaners, 
eliminate YOUR 
lint problem and at 
the same time satisfy your 
customers with LINT-FREE 


cling-free clothes! 


Thousands of dry cleaners 


everywhere have discovered 





increased sales! Tie-in with a power- 

packed national campaign in LIFE, 
LADIES HOME JOURNAL, and GOOD 
HOUSEKEEPING! A complete sales 
promotion program for plants 


using Buckeye Clean-Charge 


* potent applied for, product and process 
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PRODUCERS OF QUALITY DRY CLEANING CHEMICALS SINCE 1844 
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yes...there is an answer 


to the LIN T problem... 


CLEAN 
CHARGE 


< ‘o> 

* Guaranteed by © 

Good Housekeeping 
, on * 


BUCKEYE CLEAN-CHARGE CARRIES THE FAMOUS 


been tested by such famous independent laboratories 


os DU PONT WRITE FOR COMPLETE INFORMATION 


” Reuben H. Donnelle ( np Publication Office 


7 ’ 
Office O4 Fa Street. * w York | N. ¥. Subseription rates 
tered a i . 


Increase Sales! Tie-in with CONSUMER MAGAZINE CAMPAIGN! 








newspaper mats 
radio continuity 
publicity releases 
colorful decals 
television films 
garment tags 

direct mail enclosures 
window banners 


dozens of suggested selling ideas! 


and has 


i445 t the Post Off La ante 


ARE 
> < oj BER 


feo] me ial-mmeiial-t-t meet er tila 
2 oF diame) sl -12- lite] as 


Only Manitowoc guarantees no 
inter-mixing of solvents — only 
Manitowoc has Diverti-Flo. 
Diverti-Flo mechanically con- 
trols the cycle of solvents and 
positively prevents the inter- 
mixing of ‘“‘soap’’ and rinse 
solvents. 

Fool-proof Diverter operated 
by an inter-locking bar posi- 
tively seals off flow of rinse 
solvent from flow of “soap” 


For any dry cleaning system 
INDEPENDENT RECOVERY and 
DRYING TUMBLERS 


Three models specifically designed for use 
with Perchlor, 140°F or 105°F systems. 

Big 36” x 30” basket with large air flow and 
low heat requirement. Assures thorough, 
fast reclamation and deodorization when 
used with synthetic systems — efficient, fast 
Petroleum tumblers with 50 air changes per 


minute. Dodge torque-arm drive (featured 
on Perchlor and 140°F models) with motor 
directly connected to drum shaft for silent, 
more efficient operation. Manitowoc tum- 
blers are constructed so that all service and 
maintenance can be completed from the 
outside of the tumbler. 
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when washing. When rinsing, 
the flow of “soap” is sealed 
off from the flow of rinse sol- 
vent. 

No chance for “soapy” rinse 
solvent or weakened “soap” 
solvent. Diverti-Flo constantly 
guards the purity of your sol- 
vents and insures high quality 
cleaning; practically eliminates 
spotting and rerunning. 


A Complete Line of Synthetic Temblers Filters Stills 
and Petroleum Units 
DRY CLEANING SYSTEMS 


MANITOWOC ENGINEERING CORP. Manitowoc, Wis. 
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This typewriter never did write very fast, and today it 
will hardly write at all. This column is for saying goodby 
to a magazine, an industry and to a host of very good 
friends. The keys, not to mention the prose, seem un- 
usually sticky 


Be Seeing You 


Leaving any job has its un- 
pleasant aspects, and this in- 
stance is no exception. In many 
ways our job has been all that 
anyone could ask for. It has 
made it possible for us to get close to one of America’s 
important industries, to see it from every angle, to meet 
and work with the men and the women who shape and 
lead it. We've had the privilege of working with a staff that 
is second to none. We've met hundreds of plantowners 
64 from Maine to Oregon whose cooperation A hospitality 

went far beyond the requirements of common courtesy. 

Art Schuelke, our successor, has a lot to look forward 
to. For example, he won't want to miss the annual clam- 
bake put on by the Rhode Island Association of Laun- 
derers and Cleaners. We attended one last month and the 
menu, as nearly as we can reconstruct it, included beer, 
buckets of steamed clams, clam fritters, beer, baked fish, 
baked sausages, beer, corn, a fat lobster, beer, water- 


melon and beer. There aren't many jobs where you get 

10 paid to attend such functions, 
Next month the NID alumni are having their annual 
16 meeting in Washington. Art will find that the back veran- 


dah of the Shoreham in the evening when the fountain 
00 lights up is an unbeatable spot for editorial reflection. 
— The new editor will have weeks when he has nothing 


to say, others when he could fill two issues all by him- 
28 self. There's almost bound to come a time when he will 
and 


climb uP on a chair to take a great convention shot, 
34 the flashbulb will ae out of the gun and go plop on 
the floor. He'll visit plants by the dozen that are alike 


69 as peas in a pod, and then meet some little guy with 
more good ideas than he can count. 
70 Here's hoping—and knowing—that Art's editorship 
will be as rewarding as ours has been. 
: Our new job is public relations work with an oil com- 





pany, and the opportunity promises to be an exciting 
one, We'll keep in touch, for sure —Phil Greene 
56 
96 REPRINT SERVICE FOR OUR READERS—Please 
write promptly if you want reprints of any articles 
102 appearing in this issue. Cost is $13 per 100, one side 
of a single sheet; $21 per 100, two sides of a single 
103 sheet. Additional 100’s at $1.70, one side; $1.90, two 


sides. Minimum order is 100 reprints. For reprints in 
104 color or reprinted spreads or folders. write 


for prices and additional information. 
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“INSURES 
CLEANLINESS 
AND SAFETY 


beyond the scope 
of human skill 
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Garments cleaned by this ingenious process absorb 
precisely the same amount of moisture from 
the 4% charge as would be absorbed from the 
atmosphere if hung separately in an air-conditioned 


room at 70 to 75% relative humidity 


* COMPLETE SAFETY - NO WRINKLING 
control provides: | * NEAR ELIMINATION OF WETCLEANING 
k * GREATLY REDUCED FINISHING COSTS 


This exacting 





FOR COMPLETE DETAILS 


WRITE FOR FREE COPY f ‘ 
OF FELLOWSHIP BULLETIN F-14 R.R. STREET & CO.,INC. | 561 W. Monroe St., Chicago 6,U.S.A. 
“ 


PUBLISHED BY THE 
NATIONAL INSTITUTE OF DRYCLEANING 
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New Alrolene, the patented detergent, gives a visible lift 
to sales and profits while it smooths your 
cleaning operation. 


Alrolene, the choice of progressive plant-owners, produces 
brighter work more economically and safeguards the 

load at all times. New Alrolene is lighter in color and makes 
filter problems a thing of the past. The anti-static agent 

in new Alrolene prevents linting and minimizes the need 
for involved classification of loads. 


In every test, Alrolene has proven itself to be the nation’s 
most scientifically advanced dry cleaning detergent. 

lf you insist on quality, you must try Alrolene . . . you will 
see the amazing difference 


GEIGY INDUSTRIAL CHEMICALS 


Division of Geigy Chemical Corporation 
Box 1294 Providence 1, R. | 


SEND TODAY FOR MORE FACTS ON NEW ALROLENE 
GEIGY INDUSTRIAL CHEMICALS 





Division of Geigy Chemical Corporation gs ; 
Box 1294 Providence 1, 8.1 > 
Gentlemen: Please send us more information on Alrolene 
for use in 
[} Batch System tuse [) petroleum 
[}] Charge System () synthetic solvent 
Nome ——————— ———eEe 
Firm - ——— 
EE a anippeemmnapioenas 
a .___ Lone___ State 
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it's Patented 





GIVES A LIFT to your SALES 


| THESE 
BEAUTIFUL 
TAGS 

bring 
customers 


To enable Alroiene users 
to tell their story of 
quality to customers, a 
new two-color series of 
eye-appealing button tags 
is now availabie These 
tags are designed to 
advertise your operation, 
your extra services plus 
the effort you have made 
in offering them the finest 
cleaning possible with 
Alrolene, the patented dry 
cleaning detergent 
developed by one of the 
world's foremost producers 
of textile and detergent 

' chemicals 


*Alrolene is a Geigy Trademark for Dry Cleaning Detergents 
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IMCO OFFSET PRESSES 





IMCO Offset Features 


Higher head gives ade- 
quate work room. 


EB 


Handy iron stand stops 
groping and stretching. 


en eee 


eo tiad 


Single work surface 


Ys 
x 


eliminates extra steps. 


= 


. 


Sleever swings easily to 
work or out of way. 


Sow 


Compact design saves 


floor space. 
la Bo ton, wy mm <A 
This IMCO Offset Press gives you better required, yet his production is actually 
quality silk finishing and increased daily greater than two operators using slower, 
production. It gives you these advantages old fashioned finishing methods. 


by combining a pressing machine, an iron- 
ing board and a steam vacuum-finishing 


V// 


See about equipping your silk finishing 


board in a single unit. This space saving department with IMCO Offset Presses 
arrangement reduces garment handling now. Ask your IMCO Distributor, or write 
and extra steps. Only one operator is direct today. 


MANUFACTURING COMPANY, 


GARLAND, DALLAS COUNTY, TEXAS 
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evening gown by Ceil Chapman. . . 
cleaned (naturally) in DOW-PER 


you're served 
best 

when you 
insist on 


DOW-PER 


Your cleaning operation benefits most 

when you get into the habit of thinking and 
ordering not just “Pere” . . . but DOW-PER®! 
No other perchloroethylene is used in as many 
synthetic drycleaning plants . . . no other 
solvent brings you the extra benefits you 

get with DOW-PER. 

This stabilized solvent with the superior cleaning 
power is demanded by well-established synthetic 
plant owners . . . it’s specified by alert 
businessmen who are now “making the 
switch” to the modern synthetic process. 


Among the many DOW-PER features is its constant 
availability. DOW -PER is the only perchloroethylene 
made by a multi-plant producer . . . and Dow 

is one of the leading manufacturers and users 

of chlorine, a basic perchloroethylene ingredient. 


Extra benefits come to you through association with 
DOW-PER’s specialized distributors. Just a 
phone call to your interested distributor brings 
problem-solving technical assistance and other 

helpful services. Why not check your present 
solvent supply now ... then be sure your next 
order calls for DOW-PER. THe pow 

CHEMICAL COMPANY, Midland, Michigan. 


you can depend on 


DOW SOLVENTS 
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Fully Automatic 


for approximately $2000 LESS! 









YOU SHOULD BUY VIC 
Fully Automatic 


because: 
1 FIRST COST IS approx. $2,000.00 0 IT HAS BIG CAPACITY — 30 x 22 
LESS than any competing automatic Cylinder. 


hi today’ ket. 
ee ee ee eee O YOU CAN CHOOSE either the 2 
oO IT’S FULLY AUTOMATIC . . . not just bath STRONG SOAP UNIT or the 
portly. SINGLE BATH UNIT, either one FUL- 


LY AUTOMATIC. 
(3) IT SAVES LABOR COST — all the 


operator does is to load and un- O YOU SAVE COSTLY FOUNDATION 
load ... the Vic Econo does every- INSTALLATION . . . the spring sus- 
thing else. pension makes this unnecessary. 


COMPARE THE NEW VIC ECONO with others . . . you'll see it beats them all for econ- 
omy, speed, and quality cleaning — AT LESS COST! 


Plant Operators who CARE... Compare! 






Write for VIC'S New Catalog! 


This newest catalog describes and illustrates the very 
newest most modern equipment for dry cleaners. It's free 
on request. Study it carefully then consult your VIC ae a a 


distributor or write “s direct, for further information. | VIC CLEANING MACHINE COMPANY 


1313 Hawthorne Avenue Dept. NCD.106 
Minneapolis 3, Minnesota 





Gentlemen: Please send us more detailed information on VIC 
Model 259A Econo 










Soles & Service in all Principal Cities 


CLEANING MACHINE COMPANY 


EXPERIENCED SINCE 1912 MINNEAPOLIS 3, MINN 


(2 ce a oa re @ 


Have your local salesman call on me 
date 


Nome 
Nome of Company 


Address 
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LETTERS to the EDITOR 





Leather Article Stirs Controversy 


EDITOR'S NOTE 


Certain aspects of our May article, 
“How To Clean Leather and Suede,” 
have been criticized, notably by leather 
wholesalers whose main interest, under- 
standably, lies in either a particular 
process or in their own production facili- 
ties. In the interest of spreading addi- 
tional information from respected au- 
thorities, we are happy to publish their 
letters. 

There are four main points on which 
they take issue: 

1. We stated that there is a popular 
misconception that leather cleaning and 
finishing is a “dark and mysterious art.” 
The wholesalers insist, as we did, that 
there is nothing dark and mysterious 
about it. Instead, they state, plenty of 
reliable leather cleaning information is 
available to anyone looking for it. They 
warn that a cleaner shouldn't go into 
leathers without a full and complete un- 
derstanding of the craft, and that this 
understanding cannot be acquired with- 
out a great deal of careful training under 
skilled supervision. 

Our use of the words “dark and mys- 
terious” was based on observation in the 
field, on reading the literature of leather 
wholesalers, and on the amazing lack of 
material published in the trade press, in- 
cluding this magazine. One cleaner we 
recall went so far as to handle all his 
leathers himself, behind locked doors, on 
Saturday morning when the plant was 
locked. He was scared to death that his 
competition would learn his secrets. 

So far as published material goes, 
aside from a couple of bulletins put out 
by the NID back in 1948 and a few in- 
struction sheets put out by manufacturers 
of leather supplies, there was practically 
nothing available until the NID conven- 
tion in Chicago. 

We don't, and never did, say that a 
man couldn't learn how to clean leathers 
if he tried hard enough. But no one was 
trying very hard to spread the word. In 
fairness to the NID, we should state that 
the Institute started an excellent leather 
course when the membership need be- 
came apparent, and its leather depart- 
ment has been active a long time. 

2. In the article we said that we 
visited a plant where a part-time high 
school boy was handling an excellent 
department all by himself. A letter pub- 
lished below from the owner of the par- 
ticular plant supplies further details. 

Leathers, as our correspondents point 
out, are not the easiest things in the 
world to process. Neither are taffetas, 
Borgana coats, and dozens of other tough 
items that come into a cleaning plant. 


10 


We still say that any competent cleaner 
can do a creditable job on leathers if he 
is willing to put his mind to it. 

3. The cost figures we cited were 
criticized as being too low. On this point 
we defer to our critics. Our figures were 
based on actual experience, but it may 
be that the operators we checked were 
more skilled than the average. Griff 
Denihan, for one, stated that the produc- 
tion figures are not out of line by his 
standards, and his standards are high 
enough for a prominent New York manu- 
facturer of suede garments to recom- 
mend Denihan’s service to his customers. 

4. We said that leather and suedes 
can be properly cleaned in synthetic 
solvent. One of our readers definitely did 
not agree. None the less, lots of opera- 
tors have been doing it for years with 
excellent results. The National Institute 
of Drycleaning teaches that either petro- 
leum or synthetic solvent will do the job 
well, and that charged system detergents 
will clean leather without damage or 
other harmful effect on the skins or the 
subsequent finishing operations. 

Our article described basic leather 
cleaning techniques that are being taught 
at the National Institute of Drycleaning 
and practiced successfully in many, many 
plants. As better methods of handling are 
brought to our attention, we'll gladly 
publish them. The procedures we out- 
lined in May still stand as the most prac- 
tical that we know of to date. 


Some Were “Con” 


To the Editor 


The feature article in the May issue 
of The Nationat CLEANER & Dyer on 
suede and leather cleaning, “How To 
Clean Leather”"—leaves me very much 
confused, Inasmuch as I have spent 
the last 25 years of my life entirely on 
this subject, the innovation you pro- 
pose in your article intrigues me. You 
say the job to be accomplished is so 
easy that a high school boy can proc- 
ess a suede or leather garment with 
the greatest of ease and accuracy. 

Mr. Editor, | am a man 63 years of 
age; I have been allied to the dry- 
cleaning industry for 48 years, start- 
ing as a hand-presser in 1907, In 1930 
I first saw the need of suede-leather 
processing and cleaning that would 
enable a drycleaner to render a suede 
cleaning service comparable to the 
eye appeal of fabric garments. Many 


years were devoted to research and 
practice to achieve this, and I most 
emphatically disagree with the tech- 
nique as outlined in your article. 

You speak of the “dark secrets” be- 
ing withheld from the industry. Do 
you know a very popular method has 
been common knowledge to the indus- 
try and in printed form for 15 years? 
And every cleaner in these United 
States has had the opportunity of 
availing himself of proven methods 
that are well-known. There are no 
dark secrets! 

We employ quite a sizable group in 
our plant, and do you know, we are so 
careful in training our employees for 
one certain operation that at least six 
months are needed to train the aver- 
age high-IQ person? And we would 
consider it poor policy and highly 
dangerous to expect too much from a 
lesser amount of training under super- 


vision. Remember — suede can be 
ruined by untrained and unskilled 
operators. 


This phase of the leather cleaning 
and finishing problem has been our 
greatest stumbling block, Mr. Editor, 
and the cleaning plants throughout 
the country will bear me out on this, 
I am sure, as their experience has been 
a sad one, because their efforts have 
not been rewarded, due to unskilled 
employees poorly and improperly 
processing something they have not 
been trained to do properly. 

I cannot agree with your article in 
its air of simplicity. I only wish this 
were true, for if it were, I would be 
the first person to be elated, because 
I would be benefited financially by en- 
countering less sales resistance for 
dyes and finishes. As it really is, we 
hesitate to sell supplies to cleaners 
unless they are truly familiar with 
their use, as we do not want them to 
bring this hazard into their plant op- 
eration unless they are definitely ac- 
quainted with the pitfalls and trouble 
they can easily encounter. 

The production schedule per oper- 
ator which you propose and set up 
does not apply in my plant by any 
means of comparison, for quality 
finishing. Our cleaners  (brush-out 
men) will only produce about 40 gar- 
ments in an 8-hour day. Our dyers 
will not dye more than 45 garments 
in 8 hours. Our finishers will not pro- 
duce in excess of 16 garments in 8 
hours. So if we have 100 garments to 
clean and finish, at least 98 man-hours 


(Continued on page 78) 
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There’s no question about the great 
advantages of Open-Pocket Combination 
Washer-Extractors over the Split-Pocket 
design. Easy, speedy loading, unloading 
are assured and the Open-Pocket Cylin- 
der, with multiple low ribs, results in 
gentle and effective Cyclonic Whirl 
Cleaning. 

Why then aren’t all washers made 
with Open-Pocket design? It’s a matter 
of engineering involving exacting manu- 
facturing specifications; it is the most 
difficult and most costly to manufacture. 
The extra large, one-piece alloy shaft 
forging must rigidly, accurately suspend 
the cylinder even when overloaded. 
(Note illustration) 

The Open-Pocket design in operation 
saves time, labor and money; and you sii ae ata 
get all the customer-winning advantages P 
and production of Cyclonic Whirl 
Cleaning. 
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because 
no other 
steam-air 
finisher 
turns out 
such 
beautiful 


ENGINEERED AN MANUFACTURE eY 


WICHITA PRECISION ‘TOOL CO. 


450 N. Seneca Wichita, Kansas 


raanza Gowr from A. Harris & Co Vaas 
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Good: News! 


Remove Tarnish 
Quickly and Safely 
from Metal Clioth, 


Gold Braid, etc. SAVER NITRATE ves 


STAIN REMO 


wtoy, 

| 

Noso MEMicaL & DYE ® 
DETROIT 


Now you can remove tarnish and corrosion from metal cloth, 





lame cloth, gold braid, epaulets, etc. quickly and safely 





without danger from cyanide fumes or other hazards usually 


encountered in the removal of these persistent stains 


1 ' rer ver ver nittl 
Eaton’s AGX will do the job for you easily and safely with results from doctors’ and dentist it 


that will satisfy your most discriminating customer 


Easy-to-follow directions show you how to find the answer to one 








of the dry cleaner’s most difficult problems 


Get your bottle of AGX today! 





Packed in gallon bottles (also pint bottles with shaker caps). 


WHY EXPERIMENT— 
SAFE ON ALL FABRICS—EASY TO USE—POSITIVE RESULTS USE EATON PRODUCTS 


Available through most distributors 







EATON CHEMICAL AND DYESTUFF COMPANY 





1490 Franklin St., Detroit 7, Michigan 


Canadian Plants: Windsor and Toronto — McKague Chomicals Ltd., Distributors in Eastern Canada 
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MANUAL FOR 
TRAINING 
WOOL FINISHERS! 


Halfway through the NID show in March, 
drycleaners bought out the entire sup- 
ply of NATIONAL’s new MANUAL FOR 
TRAINING WOOL FINISHERS. 


Fortunately, there’s a fresh supply and, 
while it lasts, you can receive a copy by 
mail order. 


Here are just a few of the reasons why 
this 28-page textbook is sought by the 
industry: 


It was written by Laura Herrmann Porterfield, 
nationally-known finishing instructor, at the de- 
mand of NATIONAL ’s readers ... 


NATIONAL CLEANER & DYER 


305 East 45th Street, New York 17, N. Y N 


Please send copies of the MANUAL FOR 


rRAINING WOOL FINISHERS @ $1.00 a copy 


My check for 4 is em losed 


NAME 


COMPANY 


STREE! 


CITY 





























It gives step-by-step instructions on how to do 
top-quality finishing at a profit on just about 
every type of wool garment... 


It contains 53 working photographs .. . 
It's easy to read, easy to apply... 


And it’s invaluable in training inexperienced 
or unskilled help fast! 


For greater production, higher effi- 
ciency and healthier profits in your 
plant, NATIONAL invites you to 
put the MANUAL FOR TRAINING 
WOOL FINISHERS to work. The 
cost? Only $1.00 a copy. Just fill 
in and mail the coupon today! 
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THE 
HAMMOND 


ATOMIC UNIT 


OOT? YOU 
NOTHING 





IT PAYS FOR ITSELF! 





Hour after Hour ... Day after Day ... Year after Year . . The Unit 
that delivers Superior Performance at less cost 


Old, worn out equipment is costing you mone Watch your profits rise with the Hammond 
in time. efficiency, and customers every day! Atomic Unit. Available in either fully auto 
Yet, it is so easy for you to own a new matic or with manual controls. Streamlined 
Hammond Atomic Unit, because it will pay for compact performance means less floor space 
itself in increased production. Proven by 
ind faster service, Cash in on this opportunity 
thousands of operators all over the world . 


to ow! new Hammond Ator Unit. Cal 
the Hammond Atomic Unit will give you new an eee ——— oe " ll 


speed and efficiency out demu Yeleer conte your nearest Hammond Distributor today or 
and give your work a new standard of quality write direct to the factory for complete in 
that will bring in the new customers! formation! 


Please end all available information about HAMMOND 
ATOMIC UNTT 








NAME 
FIRM 
ADDRESS 
LAUNORY~CLEAMING MACHINERY CO 
. : CITY ZONE STATE 
HAMMONI JILDING . WA > T G 
—_ HAMMOND LAUNDRY CLEANING-MACHINERY CO. 
HAMMOND BLDG WACO, TEXAS 
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New Glory for Old Glory 


Ma >, Was quite a da 


| we sda\ 
Never betore 
ha o much of the earth been unde 
me flag 

It was the biggest flag in the world 

measuring 235 by 105 feet and 
veighing 1,500 pounds—the J. I 
Hudson Companys flag in Detroit 


Michigan, which is hung out, with 


the assistance of 50 men, above Hud 
on l4-story downtown store ever 
lune 14. which is Flag Day 


On May 3 the flag stretched almost 
from goal post to goal post at the 
University of Detroit stadium, where 
it was taken to be drycleaned as a pre 
iew to the American Legion's “New 
Glory for Old Glory” week, June 1-11 

lhe American Legion asked dry 
throughout the United States 
to clean American flags free of charge 
from Jum l-ll for 
promised to fly it on Flag Day his 
nationwide program was sponsor d by 
the National Institute of Drycleaning 

Vie Benjamin, head of public rela 
tions for the 
Michigan, conceived the idea of clean 
ing the Hudson flag. A. O. Thalacker 


1 
Cleanet 


anyone who 


American Legion in 


SIGNS of the TIMES 


president of Detrex Corporation, De 
troit, for the second year was one of 
the prime movers in the program to 
enlist the drycleaners nationally. He 
approved the flag cleaning idea, and 
offered four 100-gallon drums of a 
special cleaning solvent 

The three-year-old flag, which had 
never been cleaned before, was in the 
making for six months by eight seam- 
stresses and three skilled craftsmen 
it a cost of about $10,000, Each of 
the stars is 5% feet high, each stripe 
is 8 feet wide. The 28,000 square feet 
of material utilized is of bulldog bunt 
Damp- 


ness creates a prodigious drying prob 


mg, a wool and-nylon fabric. 


lem, as it causes the wool in the flag 
to emanate an odor and mildew oc- 
curs, which is why the flag must be 
bone-dry before packing away 

Because the flag is too large for a 
hand- 
cleaned by two platoons from the 
University of Detroit ROTC, A saw- 
dust-base cleaning formula, developed 


drycleaning washer it was 


in the Detrex laboratories, was sprin- 
kled on the flag and brushed in lightly 
by the students, who took off their 





STRETCHED TO FULL length, J. L. Hudson Company's flag is ready to be hand-cleaned by ROTC 


students of University of Detroit 


- — <a vane nae he LE! ee 





EXAMINING cleaning compound, left to right 
James Meehon, Legion's state public relations chairman; Duke Fisher, J. L. Hudson representa- 
tive; MH. R&R. Nergren, Detrex general sales manager; Kent T. Lundgren, Michigan Legion state 
commander, and A. O. Thalocker, Detrex president 
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Lisle Alexander, Michigan Legion stote adjutant; 
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shoes and got on their hands and 
knees with scrub brushes. The tri- 


chlorethylene-impregnated sawdust 
absorbed the soil and was carried 
away when swept off the flag. 

One of the major problems in this 
project was “flag etiquette.” The flag 
code states that the flag must never 
touch the ground, floor or water. 

Both Congress and the White House 
refused permission to place the flag 
on the ground for the one-day clean 
ing. The problem was solved by cov 
ering the football field with tarpaulin. 
It was discovered that the “tarp” was 
filthy from last season’s mud and the 
waterproofing in the material gave 
off an oily residue. The idea then was 
conceived of covering the tarpaulin 
with heavy stock paper, 6 feet wide 
and stretching one mile in length. It 
took 50 students three hours to unroll 
and tape down the paper. 

The whole operation, from uncrat 
ing, drycleaning and through loading 
took 7% hours with 350 people help- 
ing in this process 

Photographers, including a team 
from Life magazine, 
throughout the day taking pictures, to 


were busy 


be used during the Legion’s June 
Week 

The 1955 Flag Day poster was dis 
tributed by Detrex to 26,000 dry 
cleaners, enlisting their cooperation 
in the “New Glory for Old Glory” 
program dramatized by the cleaning 
of the Hudson flag 


Minimum Wage in Massachusetts: An 
8$0-cent hourly 
occupations in the drycleaning busi 
ness In 


minimum wage for 


Massachusetts was ordered 
into effect beginning May | by State 
Commissioner of Labor and Indus- 
tries Ernest A. Johnson. About 9,000 
employees of drycleaning establish- 
ments in the state will be affected 

This order provides that no person 
employed in the drycleaning occupa- 
tion shall be paid less than 80 cents 
per hour after 320 hours of employ 
ment in a particular establishment, or 
less than 75 cents per hour for the 
first 320 hours of employment in an 
establishment 


Match Book Contest: An awards com 
petition for the best match books of 
the vear. covering each of 46 indus 
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Holiday Greeting Garment Bags 


are better than ever before! 





8 Designs - 4 Papers 





Package your holiday dry cleaning services in a holiday mood. 


Each time a customer takes a garment out of a Lincoln Holiday 


Greeting Garment Bag imprinted with your message, he or she 


will think of you and will remember you in the holiday spirit. 


This is good will that lasts all year long and that will help ring 


your cash register for you in the coming year. 


Order your Lincoln Christmas Bags now for early delivery! 





lal 
, 
lag 


wee 








a 

















tries, has been announced by the 
Match Industry Information Bureau, 
500 Fifth Ave., New York 36, N. Y 

Entry forms are being made avail- 
ible by the Bureau, without obliga- 
tion, and a bronze “Joshua” plaque 
vill be awarded for the entry in each 
industry judged best from the stand 
point of selling copy, artwork and 
t pography 

The closing date for entries will be 
all match books in 
circulation during the 
vill he eligible 


An award will be made for the best 
atch book used by a drycleaning 


Sept mber |, and 
current year 


and Jaundry establishment, in recogni- 
tion of the industry's widespread use 
of this type of promotion. 


* # 
* oF 


Minimum Price Issue Revived: The 
question of minimum price fixing in 
California has arisen again with the 
introduction of Senate Bill 1950 which 
would make it a misdemeanor for dry- 
cleaners to charge less than uniform 
minimum cost prices set by the State 
Board of Dry Cleaners. At a recent 
State Senate Committee hearing the 
bill was challenged as detrimental to 


Sy, Old-Fashioned Marking Tags 


are as outdated as 


marking with @.... 


to multiply your profits by 
a iiilaleMilels dlileh- Mailt9.4lile mast Ee ro 50" 


‘¥éso TOKEN-TAGS 


ACmecwl 4 "a 


6 VIVID COLORS : 


2 0 sept in — instructions 


10-BRIGHT COLORS! 
Lot (unit) Numbers 
1 to 40 in each color. 


400 COLOR-NUMBER 


COMBINATIONS- 
$350 BOX $330 BOX 


(COLORS) ~ (WHITE) 
1000 strips to the box- 
6 tags to the strip 
(numbered 001 to 1,000) 


Consult your 
distributor or 
write us direct! 
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the public welfare by Fred Alper, 
president of Thrift-D-Lux Cleaners, 
Inc., and of Prosperity Cleaners, Inc., = 
operator of a chain of cut-rate dry- 
cleaning stores in Southern California. 

Mr. Alper had previously fought 
successfully to the State Supreme 
Court a test case on the former mini- 
mum price law, which the Court 
declared unconstitutional. 


# # 


Public Service by Drycleaners: Mem- 
bers of the Warren (Ohio) Dry Clean- 
ers Association pledged their light de 
livery trucks for Civil Defense serv- 
ice, and their employees have volun- 
teered to drive the trucks. 

In the event of an emergency or 
disaster, one of the trucks will be dis- 
patched for supply and service to 
each school serving as a neighborhood 
Civil Defense headquarters. 

“The Shoes for Korea Drive” spon 
sored by the Welcome Wagon for new- 
comers in Pittsfield, Mass., included 
Stetson Sanitone Cleaners and Royal 
Cleaners and Dyers as sponsors. Dale 
Bros, Laundry had its drivers accept 
donations while picking up laundry 
or cleaning 


# # 
* # 


Safe Drycleaning Campaign: Spurred 
by the fact that 64 persons in Cali 
fornia died in fires due to misuse of 
flammable liquids during 1953, State 
Fire Marshal Joe R. Yockers has made 
effective use of some funds from the 
State Board of Dry Cleaners Licensing 
Fund to prepare and distribute an 
attractive leaflet on the dangers of 
home drycleaning to fire departments 
throughout the state. Marshal Yockers 
says that he has a million copies of 
this bulletin. He has also prepared 11 
TV shorts on the same subject for 
use by the television stations through- 
out the state 


Unemployment Insurance Changes: 
Amendments have been made to the 
New York Unemployment Insurance 
Law. Effective dates of 
changes to the 
numbers of 
York State are 

January 1, 1956: Coverage extended 
to 150,000 workers in 50,000 firms 
that have three or more employees on 
any day 

January 1, 1957: Coverage ex- 
tended to 200,000 employees in 100,- 
000 firms that have two or more em- 
ployees on any day 

At the present time the law covers, 
in general, employees of firms that 
have four or more employees on 15 
different days in a year. 


principa,: 
program for large 
wage-earners in New 
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Serving the Thinking dry cleaners of Amer 




















STOD-SOL 
And the Stod-Sol 


“Test Bundle Service” 





Lead to 
@®GREATER EFFICIENCY 
® BETTER WORKMANSHIP 








PETROLEUM 
PRODUCTS 


a 
140-F. 








ae a 


OKLAHOMA CITY, OKLA. 
BRANCH OFFICES IN ALL PRINCIPAL CITIES 








= omer 








Manitowoc Engineering Corporation standardizes on Marlow Pumps for al! 
of its dry cleaning machines which include 2-bath and single bath Perchlor, 140°F and 105°F 
systems. The space-saving Marlow vertical pumps on this Model 140F, 2-bath unit provide quiet, 
trouble-free dependable operation in large capacity continuous filtration 


ma ri OWS are long lasting! 


With long-lasting Marlows, pump replacement is practically a thing of the past. There 
are no close clearances or meshing gears... hardly anything to wear. These dependable 
pumps are almost fool-proof and even pass suspended solids and lint without damage. 
An exclusive shaft-seal eliminates leakage, minimizes fumes, prevents solvent loss and 
assures dry floors. For new machines, plant modernization or replacement . .. make 
it a Marlow. See your Marlow dealer today or write for Bulletin DC-04. 











— 





20 








BUILDERS 





Entrance Welcomes, 
Protects 


At Stony Island Cleaners, Chicago, 
Joseph Moller has a “Welcome En 
trance.” An eighth-circle (like a cut 
of pie) of glass, extending from a 
12-inch base to the ceiling, behind the 
main entrance gives the customer a 
feeling of “Welcome.” 

When the door is open and a blast 
of cold air or dust-heavy wind comes 
in, this glass partition protects the 
counter area and “keeps things where 
they should be,” Mr. Moller says 

rhe partition, as the photograph 
also adds considerably to the 


shows 


ittractiveness of the lobby 


Plant Pictures 


Get Results 


“ 





’ 
‘ 





Bill Collver 


(Oregon) Cleaners 


manager of Reedsport 
has been doing 
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some experimenting with ad copy. 
He finds that ads which carry one, 
two, three and even four plant pic- 
tures (like the unit-finishing series 
above), explaining some new equip- 
service, rate A-l when it 
comes to getting reader interest and 
bringing direct results for special 
services 


ment or 


When the plant runs a special on 
blankets, ties, sweaters, or whatever, 
Mr. Collver uses several pictures in 
the ad showing how the items are 
handled at Reedsport Cleaners. 

“We have people talk about the 
ads for several months after they run,” 
Mr. Collver says. “By using the pic- 
tures taken in our own plant, we seem 
to get closer to the readers than we do 
with a conventional ad where we use 
no plant pictures 

“The cost on the plant-picture ads 
runs higher but we have found that 
results more than offset the additional 
takes the 
photographs without cost to us; we 
pay for having the cut made and the 


expense. The newspaper 
regular contract price for the space.” 


“Man in a Barrel” 


The sight of a customer placidly 
strolling about in a barrel while his 
suit, shirt, tie and hat were being 
cleaned was a clever stunt which 
focused much attention on the new 
One-Hour Laundry, in the Cherry 
( reek shopping center, Denver ( olo 
rado. 

Stanley and Leonard Orlin, brother 
partners who have built up a $1,400- 
per-week volume of drycleaning and 
laundering service in the new shop 
ping center, developed the stunt in 
cooperation with Robert Stapp, a re- 
porter for the Rocky Mountain News, 
who is noted for “off-beat” articles. 
Arriving at One-Hour late in the after- 
noon during February, when the shop- 
ping center's department stores, super- 
markets and stores were 
crowded with customers, Mr. Stapp 
peeled off his clothing, except for un 


specialty 


derwear and shoes, and donned a new 
pickle barrel which the Orlins had 
provided for the purpose 

The reporter walked about making 
purchases at the various stores in the 
shopping center, When asked the rea- 
son for his somewhat unusual attire, 
he responded with the news that the 
One-Hour Laundry was making good 
on its promise to turn out each article 
of clothing in “one hour flat.” 
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The result was invaluable publicity, 


according to Stanley Orlin, with 
photographs of the reporter in the 
barrel run the following day in the 
Rocky Mountain News. “It was the 
sort of publicity which is almost im- 
possible to buy,” Stanley Orlin said. 
“Our volume jumped tremendously 
after the newspaper article appeared 
and has been climbing ever since.” 


Key to Goodwill 





Here’s 
A 
Treasure 
Chest of 
VALUABLE PRIZES — 


- 





FREE — nothing to purchase to win! 
Simply bring the 

enclosed key to 

JERRY ON THE SPOT 

Darien Shopping Center 

Darien, Conn. 











As part of its grand opening pro- 
motion in the Darien (Connecticut) 
Shopping Center, the management of 
Jerry on the Spot—Jerome Epstein 
and Paul Guss—sent out 5,000 keys 
to its neighbors. 

Some of the keys matched the lock 
of the “Treasure Chest” displayed at 
the plant’s call office. Adults were in- 
vited to come in and try to open it 
with the key they received in the 
mail. Succeeding in this, they received 
one of the many free gifts which in- 
cluded such prizes as an imported 
bicycle, a coffee maker, toaster, steam 
iron, electric shaver, cigarette lighters, 
bathroom scale, a clock radio, ete. 

So that no one would go away 
empty-handed, balloons, comic books 
and masks were distributed to the 
children while adults received yard- 
sticks and fabric books. Better than 
25 percent of the keys were returned 
and the promotion created much good- 
will for the company. 
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4 FINISH DACRON, ORLON, 
ACRILAN AND OTHER 

Ho moRE HEAT-SENSITIVE FABRICS 
weve «SAFELY Mo Goch. NoClaze/ 


Because Fabric-Safe Dou 


bleplote's surface is irregu. ...finish natural fibers, too-wool, 


ior watermark moire 


pattern is never created on 


pressed side of such fabrics silk, cotton~better, easier, faster... 


os gaboardine or twill. Cuts 


do-over time when present presses are equipped 
with either of there Lbuceface: 
Fabric Safe’ hUStéRphate 


: & FOR WOOL-TYPE FABRICS! FOR SILK-TYPE FABRICS 
NO MORE biiaiiaaam — FOR PRESSHEADs 


STEAM MARKS 
with Fabre Safe - 





Doubleplate construction pre ; a Fern om +3) i ye 4 
vents steam jets shooting r * Past 2 F Ok ra Li ar Bee 
from presshead onto fabri« bees 7 

to cause ‘nickel spots 
Steam spreads evenly to all 
fibers. No more ‘‘blo 
torch’ pressing 






PATENTED 


aaa a a & Pat App For 





Amazing all-new pressplate—new surface, new 
doubleplate construction —|ets present presses do 


BUILT-IN MOISTURE 
CONDITIONER and 
STEAM. DIFFUSER 


perfect work every time, in less time. Fits on press- 
head to soften harsh steam jets; cuts heat 50 
degrees for safety, quality. 


w'Decron” is DuPont's trademark for polyester fiber SIZES TO FIT HEADS OF 
Pea Dictieieeeaiienathts e , BALL MODELS OF PRESSES 


| . ©1955 
90% LESS Mal Cocoon Today 
SHINE . DAVIS SPECIALTIES, INC., EVANSTON, ILL. ; 


Please send full details of Fabric-Safe Double plates 
with at for presses listed on our letterhead attached. 


Garments look new longe 














PLANT 
old ones look bette wher 
pressed with Fabric-Safe. lt BY TITLE 
prevents major causes of 
shine: too-smooth pre 5 STREET — 
plate face and too-hot, too 
deck. etal city STATE { 
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Bank on a Vask-Foree Truek 


to Cut Your Delivery Costs 


You'll save money on the job and be way 
ahead at trade-in time with a work-styled 
Chevrolet Panel. 


You save with modern high-compression power—In Chev- 
rolet’s new panel truck, a new Thriftmaster 
engine is supplying the power punch 
valve-in-head wallop, which means you get the 


a big 


most out of a gallon of gas. Fast acceleration 
shaves stop-and-go time and helps keep you on 
top of crowded schedules. And even in cold 
weather, you start more quickly with Chevro- 
let’s double-punch 12-volt electrical system. 
That’s a big advantage in itself—a husky re- 
serve of electrical power when you need it! 


You save with the most modern truck features your field has ever 
seen—New Work-Styling—so distinctively dif- 
ferent that your Task-Force Truck is a profit- 
able advertisement-on-wheels. New Overdrive 
or Truck Hydra-Matic, each an extra-big time 
and money saver, available at extra cost. New 
front and rear suspension systems, High-Level 
ventilation, outstanding cab comfort—there’s 
everything to make driving less a chore. And 
you’re bound to save money when drivers 
maintain peak efficiency! 


Why buy an old-fashioned truck and stand to 
take a licking at trade-in time? See your Chev- 
rolet dealer for the most modern trucks money 
can buy. . Chevrolet Division of General 
Motors, Detroit 2, Michigan. 


NEW CHEVROLET 
ser Jask-Force tRucKS 
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CONCENTRATED DR SIZE 


YOU SAVE 
Buy top-quality drycleaning . 
supplies—used and e 


é rov d b A V1Ce Le gest ee ~ so 
app ve y — ita § ane . SHEER MAGIC 


plants—at 20%, to 35% 


pata 4 saga =| An easy-to-use and highly 
SHANELL because 7 \ fee rch . 
SHANELL deals “ effective dry sizing that restores 
direct with you original body and crispness to cottons and 









for cash — ; 
silks. A plasticized resinous 


compound, SHEER MAGIC makes 
finishing easier... assures freedom 

from streaks and breaks. Works equally 
well in the cleaning 

cycle or in dip bath. Costs about 


4/10 of a cent per garment. 


COTTON CLINICS can cure 
that summer slump. Stop 
cotton washing at home—dry- 
clean them in your cotton 
clinic using SHEER MAGIC 
with your present equipment. 


One galion of SHEER MAGIC makes up to 50 gallons of effective sizing. 


FREE window and wall dis 





wie play posters to help you pro | 
| 
ot} Sours | ELLENBOGEN & SHANNON 
— mote your Cotton Clinic | 
os » el | 101, MacDougal Alley New York 11, N. Y. 
. _  Bieesoenan | 
bomen Ae Sooo | Please send me gallons of SHEER MAGIC and FREE window display 
>) 3 | posters and information on how I can start my own Cotton Clinic. | have 
ae f | 
: ' (type of drycleaning machine 
Ls | ning ine) 
| Nam 
Company 
| Addr 
Cellophane and kraft shirt | Ci n tale 
: » | ( plea end check if not vated) 
GEPEEpES Grins we come 1 ( } SS gal. drum—$3.00 per gol. { } 30 gal. drum—$3.25 per gol. 
also available priced according to size needed. | ( } 5 gal. poils—$3.50 per gal All prices FOB New York. 
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THE ONLY PRESSES BUILT TO MEET FINISHING REQUIREMENTS 


OF MODERN SYNTHETICS, WOOLS, SILKS AND COTTONS 
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@ Even, diffused top steam with con 
trolled temperature and moisture 
content .. . cannot fuse or glaze 
synthetics. 


@ Smooth, positive control of bottom 
steam in any volume. 


@ Fastest operating head . . . smooth, 
quiet vibrationless hydro check. 





@ Simplified air hook-up. 
@ Maintenance re educed to a minimum. 


WIRE or WRITE for all the facts 
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Air Aids 
Filter Cleaning 





Operators using the older type of 


bag filter on synthetic units may be 


able to make good use of this one 
Rod Lowell who manages Pratt 
Abbott Cleansers in Portland, Maine 
pointed it out as the handiwork of 
Grant Willey, the silk spotter. 

Among Grant's other duties was 
cleaning out the filter of this older 
unit and changing the bags when 
necessa;©ry The bags would be ( logged 
up every three weeks or so, or after 
about 250 runs. He worked out a 
simple system of using compressed 
air to shake the powder from the bags 
more efficiently than would be possi 
ble by bac kwashing alone 

He tapped in two copper tubes at 
about the height of the lower mani 
fold. The ends of the tubes were a: 
ranged to point across the bottoms of 
the bags, one tube from each side of 
the filter shell, Each line was provided 
with a petcock, Air is fed in at a pres 
sure of 80 pounds 

At the end of each day the filter is 
“bubbled.” It is emptied first, then 
filled to a depth of about a foot. Air 
is bubbled in for about two minutes 
Then the solvent level is raised an 
other foot, with two more minutes of 
bubbling. Then it is filled all the way 
with another two minutes of air. A 
backwash completes the operation. 
Sludge is cleaned out from the bot 
tom every 60 runs 

Grant looked at the bags after 500 


runs, and they were in perfect shape. 
He expects that they will last at least 
another 500 runs before it will be 
necessary to change them. Filter pres- 
sure, by the way, never gets above 7 
to 8 pounds with his system. 

Up in the front office Rod Lowell 
has placed a sign that is, as far as we 
and he knows, unique in the industry. 
It says, “Save 10 percent by picking 
up your garments within 7 days.” 
Cleaners have offered all sorts of in- 
ducements to customers in an effort to 
get their racks cleared of uncalled-for 
garments, but this is: the first place 
we've noted where the plant offers a 
cash discount for prompt pickup. 

Mr. Lowell isn’t at all sure that the 
new system will work. His small plant 
is loaded with more work than he’s 
ever had before and there just isn't 
any more rack space. He had to do 
something drastic! 


Equipment 
Maintenance Control 


Equipment maintenance was hit-or- 
miss at College View Cleaners & 
Laundry and the other plants oper- 
ated by Roy Tripp in eastern North 
Carolina. Investigation showed no 
maintenance information was readily 
available to engineers out in the 
plants. Catalogs for the great variety 
of equipment were filed in the head- 
quarters office at the College View 
plant. 

A file of 3-by-5-inch cards was 
made up for each engineer. Cards 
were typed out for each kind of 
equipment, and for each model where 
models vary. All pertinent mainte- 
nance information was entered on the 
cards from the manufacturers’ cata- 
logs. 

Each engineer's file is kept in a 
box and is grouped according to fre- 
quency of maintenance (daily, weekly, 
monthly, quarterly). Where equip- 
ment requires several time cycles, 
separate cards are made out for each 
cycle. A machine can be represented 
by as many as four cards. 

This was carried a step further by 
Dennis Lunsford at the Kinston plant. 
He had a iegal-sized mimeographed 
sheet made out listing all the equip- 


meee «=6GADGETS and GIMMICKS hin i 


ment in the plant. Columns are 
headed with the various frequencies 
(daily, monthly, etc.). Marks in the 
proper columns opposite each piece 
of equipment show where mainte- 
nance is due. 

Engineers hand in a sheet every 
day with red check marks to show 
what maintenance work was accom- 
plished that day, in addition to other 
duties. 


Plastic-Painted 
Cleaning Room 





When Saunders Superior Cleaners 
at Eugene, Oregon, recently installed 
all new cleaning equipment and com- 
pleted its air-conditioning system, it 
had the entire interior sprayed with a 
new plastic paint. According to Merle 
Saunders, the paint is available at 
paint stores for do-it-yourself applica- 
tion, or it can be bought applied, with 
the one package price including the 
application. 

“The cost runs about four times 
that of regular paint,” Mr. Saunders 
says, “and it’s worth every cent of it.” 

When sprayed with this plastic 
paint, a rough wall of concrete or 
cinder block acquires a smooth sur- 
face like linoleum and is as easily 
washed. The paint is semi-fireproof, 
serves as a good insulator and gives 
a very attractive finish. 

“Since we painted the drycleaning 
room,” cleaner Ralph Blevins (shown 
above) says, “we have had no trouble 
with dirt and we have cut our room 
cleanup time in half. It is no job at 
all to wash down the plastic-treated 
walls and pipes and conduits.” 
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Garment Dryer 
Adjustable Clamps 












Cabinet Dryer | 
66" x 36" x 28” 
Drycleaning Unit 
Fae Sa Oe 
- Allway 
mi Pants Shaper 
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Drycleaning Tumbler 
... Steam heated in 

i sizes: 36''x18"’, 
46''x24"', 36''x430” 
and 42''x42”, 


, 
- 
; 
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originators 












For complete details, see your 
local Huebsch representative... 
or write us direct. 


HUEBSCH 
MANUFACTURING 
COMPANY 


Milwevkee 1, Wisconsin 
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Only Perk-o-matic 
2-bath turns out qualit 


work like this... 
load after load...all day 
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PANTEX MANUFACTURING CORPORATION /\ 
Box 660A, Pawtucket, R. I. ase ve sdb 


ee en SEND NOW for Tell-All Folder on this 


NAME & TITLE 
riko Great Advance in Synthetic Cleaning 
STREET ———————————————————————————————a 
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because only Perk-o-matic 
has this Positive Deep Drop 


Cleaning Action Design! 


SEE this DIFFERENT cylinder .. . 
with the scientifically curved 
partition and center platform. 
It's the why of the far more pow- 
erful — yet harmless washing ac- 
tion. The partition curves prevent 
normal sliding of garments that 


In Perk-o-matic, garments are 
picked up in the curve and tossed 
against cylinder wall . . . getting 
a positive deep drop that really 
cleans! Throughout the process 
a continuous flow of the clean, 
filtered solvent is sprayed from 


means a weak drop. above on the garments. 


...and the 2-bath Perk-o-matic maintains 
rinse solvent in proper condition...automatically ! 


FOR A BRAND NEW IDEA of what 
the cold, 2-bath process can do to build both 
business and profits, visit a Perk-o-matic 
equipped plant. See what we mean by 
TOP QUALITY RINSE SOLVENT is a “must” for “precision drycleaning.” 
top quality cleaning. Perk-o-matic’s method of You'll see that wet cleaning (which boosts 
distillation maintains rinse solvent in ideal finishing costs) is practically never needed .. . 
condition ... all day. that spotting is reduced to a point where one 
man can handle both spotting and cleaning. 
You'll see whites come out whiter. . . 
colors and patterns come out brighter. . . 
materials come out “softer” than you 
ever thought possible. 





You'll see the simplest of all operations . . . 
only loading, setting a switch and returning 
to unload when a buzzer sounds. You'll see a 
machine that doesn’t vibrate and dance. 

For many reasons, there’s nothing like a 
Perk-o-matic. Send the coupon for the folder 
that tells about its great features. 


| % 
50 LBS. PER LOAD CAPACITY. More i boil me al j 
capacity per sq. ft. floor space than 
any other machine. 

BY Panter MANUFACTURING CORPORATION 








charge ‘is left for loads w 

dry action. 

NO ' : AT ALL 

No static or lint a tastitde e otele 
or harshness. bp soe No soap stains or 
oily feel. No “grief” with Cal's Chargel 


SIMPLER CLASSIFICATIONS 


You get complete soil removal with Cal's 
few. And Cal's Charge takes out spots right 
at the wheel. 


BETTER LOOKING GARMENTS 
With Cal’s Charge, fabrics will retain their 
V new-looking texture. Whites will stay true and 
colors come back to life. You your 
Better Cleaning customers! 


Through 

9 AND FAR LOWER COST! 

diac sen vs Cal's Charge stays in the system, so you have 
no loss of soap, no loss in cleaning efficiency. 
More important still, 142% is enough! .. . 
1%% CAL’S CHARGE ACTUALLY OUT- 
CLEANS MANY 3 to 4% CHARGES! 


PRODUCTS CO., INC. 


BRENTWOOD, MARYLAND 
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Reclaimers and Dryers for 
every requirement... 
handle all loads from the 
smallest to the largest! 


SUPER-FAST SOLVO-MISERS SOLVO-MISER 75 REGULAR SOLVO-MISER SOLVO-MISER MODEL 4518 


This series cuts reclaiming cycle up 75 |b. cap. d.w. of this unit permits Famous reclaimer ovailable in Big-capacity (37-47 Ibs. d.w.) 
to 50 keeps poce with the it to handle large volumes of work three sizes with cop. from 20 to Goes through a 36" doorway 
cycle of any drycleaning machine most economically and fost. Also 50 ibs., d.w Automatic timing system. Also 


on the morket ovailoble os o Super-Fast unit. available as a Super-Fast unit 


-@) | -@) 


—* 


a. 
“ . * 


oT 








WESTPORT TUMBLER MODEL 75 DUO-DRI BIG BERTHA DRYERETTE, JR. DRYERETTE 


All operating controls 75 Ib. d.w. cap. loundry 32 Ib. d.w. cap. (twin 110 Ib. d.w. cop. loundry 16 Ib. dw. cap. Avoil- 27 Ib. d.w. cop. 
conveniently located on ond drycleaning tumbler dryer — 16 Ib. per unit and drycleaning tumbler able for gas, electric, or Automatic con 
front panel. Just set tim Other sizes available. Separate automatic steam. Automatic con- trols. Can be sup- 
er and drying cycle is controls and heoters.) trols. Can be supplied plied coin metered, 
automatically completed coin metered. ideal spot- 
ting tumbler 


HOY MANUFACTURING CORP. 


Westport, Massachusetts 


ot temperature desired. 
(Cop. 40 Ibs. d.w.). 


Please send me information on the following Hoyt machines 


RECLAIMERS DRYERS 

[ ] $s yper-Fast Solvo-Misers l Westport C) Big Bertha 
Solvo-Miser 75 Tumbler Model 75 (} Oryerette, Jr. 
Regular Solvo-Miser Dvo-DOri (J Oryerette 

[] Solvo-Miser No, 4518 





We specialize exclusively in 
dryers and drying reclaimers. 
Our machines are the last word ems 


and set the pace for the Industry. Compony 
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Outgoing editor Greene (left) shows ropes to incoming editor Schuelke 


Introducing Your New Editor 


tJecause of what he’s acc omplished for his company, 
and for the many contributions he’s made to the dry 
cleaning field as a whole, thousands of people in every 
se~ment of the industry know Art Schuelke 

Back in 1948, with a wealth of business know-how 
already to his credit, Art entered the drycleaning field 
as plant superintendent of Rawlinson’s Cleaners in 
Portland, Oregon 

Now Art is the editor of NATIONAL CLEANER & DYER, 
and he brings almost nine years of top flight dryclean- 
ing experience—at the plant, manufacturing, engineer 
ing, sales and association levels—to his new post. 

From Rawlinson’s, in 1949, Art joined the Sanitone 
Division of Emery Industries as an engineer covering 
the Mountain States. Since 1951 he has been district 
manager for Sanitone, responsible for the Eastern 
States and Canada 

Sought by drycleaning groups throughout the coun 
try as an articulate, authoritative speaker, Art makes 
the rounds of conventions and regional meetings each 


year, presenting talks on the industry's progress and 


problems His recent appearances have been before 


such important groups as the Canadian Research Insti 
tute of Launderers and Cleaners, Pennsylvania Asso 


ciation of Dvers and Cleaners, Connecticut State 


Association of Cleaners and Dyers, New York State 


launderers and Cleaners Association, Inc., Neighbor 
hood Cleaners Associations of New York and the Dry 
Cleaners Guild of Cleveland 

Added to his thorough knowledge of plant opera- 


tions, machinery, equipment and supplies, and to his 
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well-rounded experience with the general business 
needs of plantowners, is Art's formal training at North- 
western University, which qualifies him still further 
as NATIONAL’S new editor. 

In coming to Nationa he replaces Phil Greene who 
for the past two years has worked so capably in main- 
taining its position as the leading magazine in the 
field. 

In line with Nationa’s long-standing policy of 
more and better service to the reader, its new editor 
will not be deskbound, but will continue to live with 
the industry, visiting plants throughout the country 
and participating in numerous industry and associa- 
tion affairs. 

To those readers who already know him, Art 
Schuelke’s joining Nationat will be welcome news. 
Those who are meeting him for the first time through 
the pages of the magazine will find he is a man who 
possesses complete detailed knowledge of every phase 
of the drycleaning business, and a marked ability to 
put that knowledge to work for the industry's develop- 
ment and progress. 


EXecuTIvVE MANAGER 


The Reuben H. Donnelley Corporation has announced 
the purchase of the Case-Shepperd-Mann Publishing 
Corporation, New York. Curtiss E. Frank, executive vice- 
president of Donnelley, has announced the Case-Shep- 
perd-Mann operation will be continued as a unit within 
the Donnelley Business Papers Division, of which Ed- 
ward B. Wintersteen is executive manager. 

The Donnelley Business Papers Division publishes 
Nationat Creanen & Dyer, Starchroom Laundry Jour- 
nal, National Rug Cleaner, Sports Age and Ice Cream 
Trade Journal. The addition of Water Works Engineer- 
ing, Fire Engineering, Wastes Engineering and Elec- 
tricity on the Farm Magazine makes the combined group 
one of the larger business paper organizations in the 
country. 

Electricity on the Farm Magazine has a circulation of 
780,000 farm customers of power utilities. The other 
magazines of both groups are members of the Audit Bu- 
reau of Circulations and of the Associated Business Pub- 
lications, of which Karl M. Mann, long-time president 
of Case-Shepperd-Mann, is immediate past chairman of 
the board. 

The entire staff of the Case-Shepperd-Mann organiza- 
tion will remain intact in the new setup, with L Herbert 
Case continuing as general manager, Frederick Shep- 
perd as editorial director and Karl M. Mann as advertis- 
ing director. 
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BISHOP 


BAG-0-TEER 


Bags more garments 
faster ... no walking, 
reaching, lifting 


Every aid to efficient, effort- 
less bagging right at the 
operator's fingertips in one 
compact and complete unit. 


FOR MORE 


PRODUCTION Bagger, Bag Racks 
AT LOWER COST ; and Desk Combined 


Holds dress bags, suit bags 
and pants bags in position 
to slip down over gar- 
ment. Saves time, space and 
money. Thousands of users. 
Model 830-2, $99.00. 











Makes hand-fin- 


m-trse 
ishing 20% faster 
- «+ 10 times eas- BISHOP 
Complete with ier. Cuts fatigue 
cord, hose, solenoid, in helf by elimi- 


valve, pilot light, separator, nating pedal op- 
mounting bracket. No. 6330-A = eration. Simpli- Fastest, lowest- FROM TUMBLERS 
(3-Ib.) or 6360-A (6-Ib.) $85.00. _fies training. cost way to 


i speed work 
a to spofters, 


FINISH SHOULDERS pressers 
BETTER... ss Cut out bend- TO SPOTTERS 


ing and lifting \ 


3 TIMES FASTER PP ped sage Ay 


in pentose (1 ate 
—. ene to T 1 

Dryeo vis belt the time, EU Pcie 
SHOULDER PUFFER Lome: ie 


hold 150-200 




















Finish shoulders far better in one- now only $29.50 ea. 
third time of old “buffing” method. 
Saves 4 times its cost each year. 


La y . a 
— 
wheels. } \ Dab! 
’ weliees at 
Needed in each finishing unit. Only 


Te ai va, | SORTING BY THE FOLDERS 
weners eed terecatse | INCREASES PRODUCTION 50% 


_ 
; 


Tough finishing jobs made easy. Model 82-100, q Ibs. Neoprene 








Tl Reduces Mix-Ups, Speeds 
Instant Moisture . . . Where you Service. Ten-Bin Unit Lets 
want it... When you want it or’ Any Plant Use Small Lots 


a 2S 


Unsurpassed for high- 
speed dampening of 
all fabrics. Needed at 
every press and fin- 
ishing unit. Adjustable ; Operator sorts Bundles are then 
for controlled spray ° as she folds ready for wrapping 
of fine mist. Non-drip. : a - 5 / Compact Bishop 10-Bin Unit eliminates the 
Model F, complete, a time, space and cost of seperate sorting. 
only $10.95. a Write for details. Model 829-1010, $69.00. 


Dryco DIVISION OF G. H. BISHOP CO G. | a © =} I Ss D soe § © r ae ©. 


EVANSTON, ILLINOIS EVANSTON, iLt 
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BUILDING. Front is distinguished with gloss, planters, automatic doors. Building proper measures 86 by 228 feet, providing about 40,000 
square feet from its two floors. Rug department occupies another 2,500 feet, storage vaults take up several thousand more 


Let's Look at SWISS 


Big Providence plant is stronger 


than ever in its thirty-ninth year 


By PHIL GREENE 


IN A DAY when so many really big 
plants are slipping or have fallen by 
the wayside, we found it both impres- 
sive and instructive to visit one which 
has not only held its own but is mov- 
ing ahead. The Swiss Cleansing Com- 
pany in Providence, Rhode Island, is 
the largest cleaning plant in the state, 
has a much higher base price than the 
average in a town where there are 
plenty of 89-cent cleaners, and is as 
well managed as any plant we have 
seen 

What does it take to run a big plant 
profitably? Charles M. Chace, gen- 
eral manager of Swiss, says that there 


, é 4 > x é é “ oOu- 
There are chairs and side tables at each end of room; tables are provided with cigorettes, isnt amy Ome formula, but that b cow 
motches, magazines. Note spots which bounce light off gleaming counter surface ple of factors have made Swiss what 


CALL OFFICE. Opposite view of cover picture. Cost of nubby corpet ran into four figures. 
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it is. The is Service 


with a capital S. Swiss has always, as 


most important 


a matter of policy, been equipped to 
take care of the difficult and 
plants, unprofitable items. The think 


to many 


ing is that if you can handle the tough 
stuff you ll get the bread 
and-butter 

Part of Service is quality. Without 
quality 


eventually 
items 
there is no confidence and 
without confidence a plant is in trou 
ble Swiss three 


they paid to be 


has inspectors and 


are fussy. The base 
price of the plant’s most popular serv 
ice is $1.50; the next most popular 
at $1.85. Swiss has a 
budget service for $1.05, but doesn't 
push it and gets very little call for it 
Swiss ago what 


lots of plants are learning now—that 


service Starts 


learned many years 


customers will pay for good cleaning 


Routes and Stores Balanced 
Another of vol 


The routes 


12 stores 


point is sources 


ume plant operates 8 

stores 

Phere 
be 


stores 


and with one of the 
a self-contained package unit 
Mi ( hace 


routes and 


must be a_ balance 


lieves. between 
Just where this balance point should 
but for 


well 


be is not easy to determine 
Swiss this ratio works out 


Actually, the 


probably i 


very 
volume is 
than 


Swiss store 


bit higher its own 


route sales 
Ownership of 

trolled by the 

also the 


Laundrie S 


the plant 1S 
Louttit 
What 


and 


con 
family, who 

Cheer 
Stork Diaper 
The laun 
dry trucks pick up cleaning which is 
Swiss the Swiss 
through 


operate and 
Louttit 
Service, all in Providence 
processed by under 
These 
out the state and into adjoining parts 
of Massachusetts and Connecticut, A 


high percentage of the volume 


name routes extend 


how 


ever, is drawn from Providence and 
its suburbs 

Mr ( hace 
increasingly 
the 


lets will probably be of this type 


recognizes drive Ins as 
fac 


plant’s future sales out 


an important sales 


tor, and 
What hurts so many big plants 1s 
Swiss has been re 
this 
itself is 
there 
Most cde 


and most 


a high overhead 
markably in holding 
Although the plant 


roomy by 


successful 
down 
today’s standards, 


isnt much wasted space 
partments 
of the 


aget 


are on incentive 


supervisors, under plant man 


Armand 


Productive 


Dionne, are working 


supervisors labor cost is 


surprisingly low 


Promotion and Advertising 
has 


and 
| 


ana 


Swiss always been a promo 


tional advertising-minded com 


pany spends an average of 3 
percent of sales on this department 
Route contests 


are a nonstop propo 
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MARKING. Five port block.out invoice with tags attached is used here 


people in this All 


customers to minimize ticket writing and errors 


department fogs ore 


stapled 


Address plates 


have been 


Ther 


made 





e ore 


for 
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CLEANING. Newest of three Swiss cleaning rooms (top) features two washer-extractors 


Second room (directly above) 


odds and ends 


has 


used for Garments are run 


two 200-pound machines 


with 


a! 


no classification 


hird with 


whatever 


not distilled. Rooms process an average of 18,000 pounds of work weekly 


small 


and 


washers 


solvent 


is 


s 














SPOTTING. Spotters receive all work on hangers. Work is sent up from cleaning room be 


low on pipe trucks. It moves from spotters to finishing department on trolleys 


ploys a stoff of seven spotters 


INSPECTION. Three inspec 


for-sewer teams check all work 
One of conveyor circuits re 
turns spotting rejects to spot 
ting brings them back to in 
spection Another conveyor 
leads to assembly and bagging 
through door in background 
Finishing department out of 
picture at left, is soon to be 
completely modernized There 
ore 22 garment finishers, 5 or 


household 


BAGGING AND AS- 
SEMBLY. Boaged garments 


we carried to floor below by 
means of vertical conveyor at 
rear left. Baggers remove sta 
pled tags Blockout invoice 
speeds assembly by allowing 
sections of order to poss on 
through without delay Piant 
uses eight assemblers four 


boggers 


$8 


The plant em 








sition Experts are brought in to give 
pep talks to the drivers. Lately, 
television has received the lion's 
share of the budget, but all other 
media have been used. Swiss isn't 
averse to sales and specials to pep 
up the sidelines and bring in the 
work during off seasons. When we 
were there the plant was swamped 
with blankets—thousands of them 


Store Openings Played Up 


Whenever a new outlet opens, a 
big push gets it off to a flying start 
Remodeling of the plant store at 675 
Elmwood Avenue was the occasion 
for a “Spring Festival.” Suits and 
dresses usually $1.50 went for $1.19 
(the consistent Swiss sale price ) and 
shirts were three for 50 cents instead 
of 25 cents each 

Each caller received a little packet 
containing descriptive literature on 
the opening, a couple of tickets for 
the prize drawings, a folder of lip 
stick tissues and, as a really clever 
tie-in with spring, an envelope of 
Hower seeds 

The big project right now is a full 
scale modernization of the plant's 
finishing room. When complete, the 
room will be even more department 
alized than it is now and make use 
of additional conveyors, a new slick 
rail system and through-the-unit fin 
ishing. We plan to keep you posted 
on the « hangeover 

For a look at the plant, we'll let 
pictures tell the story sf 
(More photos on page 10 
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1,000" Dream Wartlrobe 


~ 
~ 25 Other Wonderful Prizes offered 
in nationwide contest to 


Another Good Reason Why 


IT’S BETTER 
TO SELL SANITONE 
THAN TO SELL 
AGAINST IT! 


The Very First Time America’s 
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SWISS SIDELINES 


ra DYEWORK left, above) and leat! 
ers keep one man busy STORAGE opera 


right above) s tremendous with ca 
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pacity for 60,000 pieces. Swiss has 11 under 


d vauils, one receiving vault, three rug 


RUG DEPARTMENT hos beot 


scrubber, conveyor dryroom 
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THE FORWARD LOOK 
...IN TRUCKS! 








Dodge has changed the picture 


on performance, price! 


Today there’s a changed picture of truck 
power, payload, price! For example, do 
you know the answers to these 3 questions? 
1— What trucks provide the highest horse- 
power of the 5 leading makes in every con- 
ventional model, Y2-ton through 3'%-ton? 
2— What trucks have the highest payload 
in more models, 1%- through 4-ton, than 
any other leading make? 

3— What trucks have the lowest factory 
retail price in more popular models than 
any other leading make? 

In each case the answer is, “Dodge ‘Job- 
Rated’ trucks” ... the trucks with the 
Forward Look! Find out for yourself how 
Dodge trucks give you more visibility, 
more modern styling, more of everything 
you want in a truck. See your dependable 
Dodge Truck dealer now. 


ALL-NEW 


DODGE 


‘Yob-Rated" 


TRUCKS 


DUCTS Oo F CHRYSLER CORPORATION 
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Now Every Shop, Large or Small, Can Enjoy 
The Best Cleaning Units Ever Made! 


You asked for it! Now SEC has it! Two great exclusive “turbulent-agitation’”’ keeps clothes 
SEC Super Versatile synthetic dry cleaning 100% submerged at all times 

systems that offer you greater profit per 
garment—for big or small size shops! Both 
tested, proved, marketed—for 20 years 


@ the world’s most reliable filter—tubular type 
construction not affected by moisture or soaps 


the most advanced dry cleaning system in @ the world’s leading versatile reclaimer and 
the industry—with the same Vertical Action still—recovers over 95% of solvent from the 
cleaning principle that was the forerunner of sludge of the filter; distills solvent up to 
giant General Motors’ agitator home wash- 60 gallons per hour 


1g machine! Check these fabulous features: , f ; 
ing ’ @ the world’s most modern, efficient electronic 


controls—select your cleaning cycle, set the 
@ the world’s most efficient washing action— clock and just walk away .. . that’s all! 


CONTACT YOUR DISTRIBUTOR TODAY 
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This Team of Sec Distributors Is Ready to Serve You! 
CONTACT THE DISTRIBUTOR IN YOUR AREA TODAY 


Sec-0-Matic National Distributor 


New Vork City 

Coapceo Cleaners Equipment Corp 
53-09 Van Dam Street 

Long Island City 1, N. Y 


Cummings Landau Laundry 
Machinery C« Ine 
105-317 Ten Eyck Street 
Brooklyn 6, N. ¥ 


Long Island 

Mr. Irving Hoppen 
17 3rd Avenue 
Bayshore, New York 


No. New Jersey and Staten Island 
Mr. Joseph Aruta 

103 West End Avenue 

Newark, N. J 


New England 

Glen-Nor Equipment Co., Ine 
17 Sagamore Road 
Arlington, Massachusetts 


& Suetimiaey OF 
fourmtar 





Coeroratios 
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Car! Blackman, 1 


So. New Jersey and Delaware 
Mr. Harry Gornish 

1430 Spruce Street 

Philadelphia, Pennsylvania 


Eastern Pennsylvania 

A & G Equipment Co., Ine 
716 South Street 
Poiladelphia 


, Pennsylvania 
Western Pennsylvania 

J. M. Webber Company 

119 Ariston Avenue 
Pittsburgh 10, Pennsylvania 


Ohio 

Jack Ison Equipment Company 
#020 Hough Avenue 

Cleveland, Ohio 


So. Ohio and Kentucky 


McCreary Equipment Company 
4158 Hamilton Avenue 
Cincinnati, Ohio 





50 Pine Street, Montclair, New Jersey 


Missouri 
Laundry Dryer & Equipment C« 
2101 Miami Street 

Louis, Missour 


No. California 

Mr. Ernest Long 

651 No. El Camino Real 
San Mateo, California 


So. California 

Cal-SEC Distributing Co 
553 Muskingum Place 
Pacific Palisades, California 


No. West, Alaska & British Columbia 
Northwest Laundry Mach. ¢ 
15 N.E. Third Avenue 
Portland 14, Oregon 


Eastern Canada 
MeGoun Chemicals Ltd 
417 St. Peter Street 
Montreal, Canada 


CLEANING SYSTEMS 


SEC-O-MATIC NATIONAL DISTRIBUTOR— 
Cart Blackman, 150 Pine Street, Montclair, New Jersey 


State 


Zone 


: 
| 


le Cleaning System. Please send me your Sec Catalog 4U. 


; 
3 


the Sec Super Versat 


ed 


m interest 


Sec-O-Matic National Distributor, 
in 


r 


Address 


Name 
City 





Mai! 
Today 


FOR THE 
NEW CATALOG, 
SEC 4U! 


Get all the facts on why 
your best bet is a SEC 
Super Versatile Cleaning 
System—for any size or 
type of drycleaning 
business! 


43 








42 


Here's how plantowners are 


NATIONAL CLEANER & UDIER 


By HENRY MOZDZER 


Spurring Sales in the Nutmeg State 


1. Zoning law change opens up new market 


2. Remodeled barn and added services triple volume 


3. Newcomer pleased with box storage promotion 





4 


taeda a: Ok, Oye 


WETHERSFIELD'S FIRST cleaning plant is Lino Battiston's $60,000 drive-in which opened for business early this year. Smart appearance of building 
in blueprint stage was important factor in obtaining necessary zoning change to permit its erection in a town which had previously banned clean 


ing establishments 


1—Zoning Law Change 
Opens Up New Market 


MANY GREEN GRASS AREAS 
have remained off limits to the dry 
cleaner because of outdated zoning 
laws He res how one progressive 
operator got around these to set up a 
cleaning plant in Wethersfield, Con 
necticut, It is believed to be the first 
one established here since the town 


was settled in 1634 
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Lino Battiston has operated a suc- 
cessful plant in West Hartford for a 
number of years. In recent months 
he had been on the lookout for a 
good location in which to open up a 
second plant 

When the residential town of 
Wethersfield finally permitted the 
opening ot a new business zone Mr. 


Battiston saw the opportunity and 
bought a corer lot near the shopping 
center. The only fly in the ointment 
was, as he later learned, that the old 
zoning laws forbade the establish 
ment of a cleaning plant within the 
town limits. He would be allowed, of 
course, to appeal for a Zoning ¢ hange 

In discussing the problem with the 
individual members of the zoning 
board, Mr. Battiston was dismayed 
by the misconceptions that surrounded 
the industry. It was evident that drv- 
cleaning operations, as a whole, were 
regarded as nothing but small, dingy 
press shops, spouting steam and nox 
ious fumes, always catching fire and 
blowing up. The laws were obviously 
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When you see this ona 





... that means 


the HAERTEL method! 


You'll see this on a lot of labels from now on... 80 be 
sure you're equipped to clean by the Furrier’s Method, 
It will mean more PROFITS and more CUSTOMERS. 

We've been supplying for the Furrier’s Method for 
30 years. It is the method used to take proper care of 
delicate furs and fabrics. It is the recommended . . . and 
the ONLY method to use in cleaning the new synthetic 
fabrics. We've been testing this method on the new 
fabrics in our laboratories and we KNOW exactly how 





it should be done. Here are the items you need to assure 


cleaning that will enhance the beauty of miracle fabrics: 


EQUIPMENT 


Gentle, easy tumbling action with 
proper ventilation to assure that 
cleaning compound gets and re- 
moves dirt in the Haertel drum 
specially designed to protect 
synthetic materials. The Haertel 
Drummaster protects against 
excess heat. 

















SUPPUES 


Mail this coupon today! 


WALTER HAERTEL COMPANY 
2840 Fourth Avenue South 

















Minneapolis 8, Minnesota 
| I want full information on Haertel supplies for using the 
_ Furrier’s Method. 
[] I want to set up for the Furrier’s Method. Have your 
| representative call. 
And for sponging linings, A combination compound » 
FUR CLENE, safe as indi- used for many years in NAME 
cated by the Underwriters cleaning delicate furs .. . rt 
Laboratories, Inc., Reexam- FUR SHEEN, a pre-mixed ADDREs: 
inations Service cleaner with all the neces- CITY 
sary chemicals to give you 
a superior cleaning. STATE 
2840 Fourth Ave. Se., Minneapolis 8, Minn. von vouR Ganmenrs | 
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objections in 


Where it was possible to do so, M1 
Kattiston tried to answer the objec 


tions and point out the recent deve lop 


ment in the field Hy issured the 
officials that there were many types 
of cleaning solvent that some of 
them wouldn't support combustion and 
other uch as carbon tet ire even 


used to put out fires. He told them 


ibout the new machine whi h make 
no more noise than the idling motor 
i a cat ind are enclosed and de 
igned te protect emplo ees trom 


the tunne 
I he board member vere ‘ Trip 
thetic and favorably impressed, They 


issured Mr Battiston that they wel 
| 


comed ar bu mess whic h would not 
bring discredit or disrupting influences 
into the community 


interest was satety 


And their primary 


Expert Testimony Accepted 


Ketore the date ot the he img ag 
rived, Mi 


resentative from one of the 


Battiston lined up a rep 
leading 
olvent manufacturing firms to cor 
roborate his testimony. He also rushed 


through an architect's ketch of the 


prope ed plant to assure the board 
his business wa no fly-by-night op 
eration Hi irguments were con 


vincing enough so that not one vote 


of opposition wa raised when the 
ippe il for the ming change was 
finally heard 

The low esteem in which the clean 
ing industry, in general, has been held 
is a record of long standing, It takes 
both public 
ince to change it 

When Mr. Battiston 
the bank for a loan to purchase the 


education and perform 


approac hed 
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necessal equipment outright, he was 
turned down cold. He was told the 
risk was too great As part of his 
gument, Mr 


trade paper arti le 


Battiston produced a 
which described 
how one new drive-in plant had at 
tracted $1,500 a week in business 
without even so much as a grand 
opening to get things off the ground 
The bank official found the story in 
pointed out that the 
plant described was in the Midwest 


teresting but 


They re used to doing things differ 
ently out there he explained. “And 
the idea might not catch on at all in 


taid old New England.” 


SHIRT DEPARTMENT is equipped with two 
25-pound washwheels, @ 2U-inch extractor 
Although 
shirt service was not promoted extensively, 
weekly volume climbed to 1,200 in less than 
two months. These inexperienced finishers 
average 30 shirts per operator hour 


nd a 2-girl cabinet shirt unit 
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DRY CLEANING DEPARTMENT 
features through-the-unit fin- 
ishing Processing equipment 
includes 100-pound synthetic 
machine, two 35-pound re 
claimers and a_ twin-cylinder 
tumbler. Equipment alone cost 
$40,000; is manned by staff 
of eight productive employees 


What tickles Mr. Battiston is that 
in six weeks time his new plant was 
matching the sales volume of the 
plant described in the article and he 
hasn't had any grand opening, either 

Battiston’s new Wethersfield plant 
represents a $100,000 investment in 
On top of 
that it is good-looking and does no 


building and equipment 


disservice to its immediate neighbors 

~a nearby church and bank. It was 
designed and erected after its owner 
visited and consulted with scores of 
drive-in operators around the country 

Che exterior is a pleasant blend of 
buff brick, glass and fieldstone. It is 
roofed with steel decking and an inch 
of insulating material covered with 
tar and gravel. It features a paved 16 
car parking lot and a carport for pro 
tecting the customer in foul weather 

The call office is designed to give 
an unobstructed view of the pro 
duction department. Heat-producing 
equipment such as the nearby shirt 
unit is screened off by a partition of 
louvered glass which makes an om 
teresting backdrop for the sectional 
call counter 

The work flows from the back to 
ward the front of the plant to make 
the best use of the 5,000 square feet 
of floor space available 

The plant slogan is emblazed in 
neon reading “Leave it in the morn 
ing and wear it at night.” The plant 
is open from 7 a.m. to 8 p.m. daily 
and to 7 on Saturdays. The base 
price is $1.20 for a plain suit or dress, 
shirts 22 cents 

Management is convinced that the 
keys to success are fast service quality 
work and customer convenience and 
has designed its structure and equip 
ped it to fulfill all of these vital func- 


tions. # 2 
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s, ou want tumblers built to take punishment, day-after-day. 





And that’s what you get from Cissell! Cissell Tumblers are specially designed to 






eliminate strain. On 42” x 42”, ribs fastened individually at each end—no thru 
bolts. 2” shaft on 42” x 42”; 144” shaft on 36” x 30”, 


36” x 18”, and “Twin”. Constructed to permit quick 






gives you 






removal of basket without disturbing drive or bear- 








tumblers ings ... heavy ribs for extra rigidity. 





Here's a basket built to take the load, without 






with 
NO-SAG 
BASKETS 


need of auxiliary supports. Consult your job- 







ber for the complete story! 







Patent Applied For 














W. M. CISSELL MANUFACTURING CO., INC, 


83! S. First St., P, O. Box 1143, Louisville, Ky. Pacific Coast 
Office: 4823 W. Jefferson Bivd., Los Angeles. Foreign Dis- 
tributors: write Export Dept. Cable Code: CISSELL 






CiSSELL TUMBLERS 


LAUNDRY DRYCLEANING 
Double Basket “TWIN” — Single Basket 36” x 18”, 36” x 30”, 42” x 42” Single Basket 36” x 18”, 36” x 30”, 42” x 42” 


















SPURRING SALES IN THE NUTMEG STATE Continued 


ONCE A BARNYARD 


months. Cut-out lettering 


. 4 in ’ ~ 
Ses xs " as agar He, 
NS OM re s 


2—Remodeled Barn and 
Added Services 
Triple Volume 


IT’S FASHIONABLE in Connecticut 
to take an old barn and convert it 
into a home 
stock theatre 


evebrow on he aring that 


restaurant or a summet! 
So we barely raised an 
Art Danna 
had converted a couple of barns into 
plant at Noroton 
Heights. What calls for a story is the 
fact that in the space of just two 


a drvycleaning 


short months the new plant tripled his 
business volume 

Linden Cleaners is located on the 
main line of the New York, New 
Haven and Hartford Railroad within 
a stone's throw of the depot that a 
goodly number of business and pro 
fessional men use daily in commuting 
to New York City. This makes it con 
venient for those who want to drop 
off their orders in the morning and 
pick them up in the evening on the 
wavy home from work 

The move into the barns was a 
matter of expediency. The plant was 
originally located in a business block 
just across the way and south of the 
tracks. This area 


however is being 
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cleared to make way for the Connect- 
icut State Thruway. The proximity of 
the barns seemed to offer the best 
means for retaining the clientele al- 
ready established. 

Chis premise was more than borne 
out in the two months since the open- 
ing. Where the old plant did $700 a 
week, the new one is now doing 
around $2,100 per week. And 90 per- 
cent of this business is cash-and-carry. 

Several factors seem to have con 
tributed to this impressive increase. 
First off, the move across the tracks 
put the plant on the “right” side; that 
is, the side commuters use to board 
the train for the city, It is thus more 
convenient since there is no need to 
go back and forth across the tracks 
during the early morning rush. 


Eye Appeal Plus Parking 


Secondly, the plant’s physical ap- 
pearance is certainly more impressive. 
It is bigger (with some 6,000 square 
feet of floor space) and better-looking. 


. a , 9 se, 
ag sg 






e wines 


now a drive-in cleaning plant. Quiet rustic setting belies activity at this Connecticut plant which tripled its sales in two 
plywood facing and pine trim make an effective transformation 


The new fronts are finished with a 
facing of half-inch-thick exterior ply- 
wood and trimmed with stained pine. 
The contrast of white and brown 
blends appropriately with the tree- 
shaded setting. In addition to these 
assets, the plant has ample parking 
facilities. The paved area is large 
enough to hold about 40 cars. 

The conversion, which included 
re-studding, wiring, insulation, etc., 
cost more than $30,000. 


Shirt Laundering Helps 


Thirdly, the plant has expanded its 
services to include an on-the-prem- 
ises shirt laundry. This sideline brings 
in new and additional trade. When 
shirts were farmed out, the old 
Linden plant used to get several 
hundred of them each week. Now 
with the shirt department under the 
same roof the volume has jumped to 
1,000 shirts per week and is still 
growing. 

Since the plant can exercise direct 
control over this new department, it 
is in a position to offer faster service. 
And it has done so to accommodate 
its patrons. Six-hour shirt service is 
now available at no extra charge. 
Linden gets 20 cents a shirt cash-and- 
carry and 24 cents delivered. 

All of these factors have contrib 
uted to Linden’s welfare. Nor has 
management overlooked the oppor- 
tunity of keeping its drycleaning up to 
snuff. With the exception of the sec- 


NATIONAL CLEANER & DYER 








Uoubie basket IWIN — SINngie Dasket vO XiG ,J0 ROU, 4h RAS Ommgie DASACL VO A110 , WU AOU, Sh A 





























Nicholson simplicity. Pays off big in cleaning and pressing—in peak 
performance, easy maintenance. Simple in design, simple in 
operation, Nicholson Industrial Traps prove the most effective 


method for discharging condensate and air from steam lines. 


@ Fast, intermittent valve action. 
Simple, positive action. 
Has only three ports 
—thermostatic bellows, @ No dribbling. No waste of steam. 
body, cap. Won't leak! 


@ Tight, positive shut-off. 


@ Low operating cost. Low maintenance. 


Before you specify, check Nicholson. Write for Catalog 953. 








2M. NICHOLSON end Copa 


TRAPS + VALVES + FLOATS + METAL PARTITIONS 


14 OREGON STREET, WILKES-BARRE, PA. + SALES AND ENGINEERING OFFICES IN 58 PRINCIPAL CITIES 


July, 1955 











ondhand 2-girl shirt unit, every piece new units to handle silks, trousers and 


of equipment is new, In the cleaning 


coats. All the steam-driven equipment 
a 20 hp. boiler. 


Linden offers a 


om | inden has al 
bath synthetic unit 
controlled j 


| 


10-pound two is powered by 


operated on a }-hour service on 


percent charge and a drycleaning and its base rate on a 


lain suit or dress is $1.25 cash-and 
| 


pacity. On the finishing side there are carn 


vent reclaimer of comparable ca 


lo keep pace with the expan 


3—Newcomer Pleased 
With Box Storage 
Promotion 


THE BOX is the thing. Sheldon S even though the firm has no storag 


lurk, new owner of Lesko Cleaners vault of its own 
n Darien, Connecticut, is highly en Che promotion was launched right 
thusiastic over the response to this after Easter. Within the first fou 
his first promotional effort weeks, the storage service offer was 
The box-storage idea is not a new iccepted by some 50) persons An 
rie nor dor Mr lurk claim any other 100 are expected to come under 
credit for originality, But it is believed the plan before the offer expires 
to be the first time this idea has been Since the lightest box received to 
tried in the area. And it does work date is worth more than $21 in sales 





TEASER SIGNS attract attention to box storage service which has become 
display ties in with weekly newspaper ads and counter leofiet 


50 





sion the staff has been increased from 
three to nine persons 

If the success of this operation is 
any criterion, Yankee building con- 
tractors will find a way to build more 
old barns to supply the drycleaner 


demand. # # 


it can readily be seen that income 
from this sideline is considerable. 
Aside from being profitable, the 
promotion has another 
distinct advantage, Since the orders 
will not be called for until the fall 
season, the cleaner can process th 
garments at his own convenience. No 


box storage 


need to man the long boats for a 
hard pull when the summer doldrums 
set in. Having a stock pile of work in 
reserve helps ease the July and 
August slump and tends to stabilize 
the labor forces 


How Lesko’s Plan Works 


The management offers to store 


anything the customer can get into 
a 4.2-cubic-foot box until the end of 
the year at a fee of $3.75 plus regular 
cleaning charges. The fee includes 
free mothproofing, storage in certified 


conversation piece among consumers in Darien, Connecticut. Window 


NATIONAL CLEANER & DYER 








protects 
their clothes— 

projects 
your name 


Double advantage! International 
Garment Bags not only protect your 
work—which means customer 
satisfaction. They also advertise you 
when printed with your message 
in our bright Flexograph inks. 


Call your paper dealer —today. 


Exvternational Wy, DEP cvsrus: 


SOUTHERN KRAFT DOIVISIOn 


220 East 42nd Street, New Yort 17," ¥ 
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vaults and $100 worth of free in- 
surance under the terms of this plan 
Additional insurance is obtainable at 
a dollar per hundred 

The box, in this case is a corru 
gated fiber container (200 pounds 
test strength) measuring 36 by 20 by 
10 inches, It was purposely designed 
to these specifications to keep its 
volume down around 4 cubic feet 
a good round number for computing 
storage rates 

The box can hold six overcoats, six 
suits, six skirts, six sweaters and an 
indefinite number of miscellaneous 
items. Quite often the individual 
customer will take advantage of the 
plan and try to stuff in more garments 
than the box will hold. Many mixed 
pieces are also included which the 
plant would normally not receive 
such as knitted slippers gloves 
scarves, blankets, caps, etc. This prac 
tice is hardly objectionable from the 
plantowner's standpoint since he is 
more interested in the drycleaning 
than he is in the storage angle 

The only items specifically ex 
cluded from the plan are furs and 
fur-trimmed garments These may not 
be put in the box 

A check of the plant's storage rec 
ords show that the cleaning charges 
run from a low of $18 to as high as 
$36 per box, depending on the con 
tents. This does not include the stor 
age fee. The base rate for cleaning a 
plain suit or dress is $1.25 

When the customer decides to take 
advantage of the plan the sales clerk 
takes his name and address, and gives 





















STORAGE STOCKPILE provides 
work when business slows 
down—one good reason why 
plantowner Sheldon Turk says 
this sideline is worth carrying 
even if storage space must be 
rented outside the plant 








him the box after explaining that it 
is not designed for shipment. (Some 
pick up the box with just that idea 
in mind.) In the event that the box is 
not returned in two weeks, a tele 
phone reminder is put through. Often 
it is simply inconvenient for the custo 
mer to lug the 30-to-40-pound load 
into the plant. In such a case a truck 
is sent out for the box. 

When the box is received in the 
plant, it is put aside until there is a 
production slow-up, usually after the 
spring rush has subsided. The gar- 
ments are then marked in and a list 
of the contents sent to the customer. 
Each item is identified with a red tag 
which the employees recognize im- 
mediately as a storage order—one 
which is not to be pressed. 

After they are cleaned and spotted, 
the garments are assembled as usual 
and returned to the customer's box 
The boxes are then tied with rope 
and transferred—10 at a time—to one 
of the county storage houses for fumi 
gation and safekeeping. The butt ends 
of the box, incidentally, are purposely 
opened to assure the necessary pene 
tration during the fumigating opera 
tion 

In the normal course of events, the 
management intends to have all the 
boxes returned to the plant before the 
first of October. The garments will 
then be finished and ready for de- 
livery when called for. To protect it- 
self, however, the management re 
quires the customer to give five days 
notice before calling for the storage 
work 





Another interesting aspect of the 
plan, as applied at Lesko, is the 
method of payment. Management 
realizes that no one likes to get hit 
with a $30 or $40 cleaning bill in one 
lump, so the customers are permitted 
to amortize the bill in four install- 
ments, Approximately half the busi- 
ness is conducted on a credit basis. 


Costs and Profits 


How much does it cost to set up 
the box-storage plan? Mr. Turk com- 
putes his expenses in this fashion: The 
boxes are made up to his specifica- 
tions and cost 50 cents apiece. He 
rents storage space at a monthly rate 
of 4 cents per cubic foot or 16 cents 
a box, pays an additional 4% cents 
a month for $100 insurance on each. 

Conceivably, the customer could 
store his wardrobe for a period of 
eight months from May through De- 
cember on his $3.75 investment. The 
longer he leaves it in, the smaller the 
management's profit share gets. Then, 
the transportation and labor cost must 
be deducted from this sum. This 
would seem to be mighty slim pickin’s 

But, as mentioned earlier, the man 
agement is not out to make a killing 
on storage; it is interested in getting 
the cleaning. The box-storage plan 
provides a means of acquainting the 
customer with the plant’s work, and 
of familiarizing him with its many 
other available services such as drapes 
slipcovers, rugs, leathers, hats, dyeing 
and alterations. # # 
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STANDARD SERVICE PUMPS 


e& 


Gear-within-gear rotary 
pump ovailable in capa- 
cities of 5, 10, 18, 20, 30, 
35, 50 and 100 gpm. Hor- 
izontal port may be on left 
or right side; also made 
with straight-through ports. 
Relief valve optional at 
extra cost. 


RUGGED DUTY PUMPS 


other installations where 
operating conditions are 
unusually severe. Tapped 
for pipe sizes 112" to 2"; 
capacities 35, 50 and 100. 
gpm. Flange type for pipe 
size 24%" to 4"; capa- 
cities 100, 200 and 300 
gpm. Sealed radial thrust 


For truck mounting and 


bearing keeps out water; 
end thrust eliminated 


HAZARDOUS LIQUID PUMPS 


Similar to standard models 
in appearance and con- 
struction. Can be furnished 
with any type of drive. 
Complete with relief valve 
Listed under reexamination 
service of UL. Same capa 
cities and port arrange 
ments as standard models 


L-P GAS SERVICE PUMP 


Double mechanical seal to 
prevent leakage. Double 
row radial thrust bearing 
holds shaft in alignment 
Double seal caps protect 
bearing against wear by 
keeping out dirt. Relief 
valve reversible for chang- 
ing directions of rotation. 
“O”" rings used to assure 
tight fit. . . prevent leak- 
age. Available in 20, 30 
and 55 gpm 








INVADER PUMPS PERFORM BETTER... LONGER 


@ These rotary pumps incorporate the positive seal of the gear-within-a-geor principle with a new 
and improved rolling contact tooth design. Assures less “down-time”, fewer replacements and 
reduced power costs. Self-priming .. . no pulsation . . . economical to operate. You can specify these 
pumps in any installation or product with the confidence they will give extra service, Write today 


for catalog “Pumps For All Industries.” 


THE WAYNE PUMP COMPANY . industric! Division + FORT WAYNE, INDIANA 


SALISBURY, MARYLAND ¢ TORONTO, CANADA 
— 2 
Cc a ——— rr am q 
ep ay, — c 
S 
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Roy Cleaners build bonanza 
HOFFMAN 


USE 2-PAGE NEWSPAPER ADS 

TO PROCLAIM “EXTRON’’ BETTER CLEANING. 

ZOOMS VOLUME—CUTS COST—IMPROVES QUALITY; 
CUSTOMER APPROVAL OVERWHELMING! 


How total volume climbed 24% in the first four months of 1955—in face of a 
20% price reduction, and with a 10° decrease in operating costs over the 
same period, is only part of the happy story Roxy Cleaners of Albany, New 
York, is telling since the new Hoffman “EXTRON” Washer-Extractors went 
to work there. 


Harry Khachadourian, president of Roxy Cleaners, explains that the Extron 
automatically completes its wash and extract cycle in shorter time, from 27 
to 38 minutes — depending on formula, and delivers the garments in a 
cleaner condition as well. 


Extron washers always improve the profit picture and speed production in 
big volume operations. If you are ready for higher capacity, faster produc- 
tion, and lower unit cost, see what the Extron can do for you. Call your 
nearest Hoffman dealer for the full story on Extron — 


The Hoffman Extron carries vo 
loads automatically through the 
plete wash-rinse-extract cycle wif 
stop. Its open-pocket wide cyl 
makes loading faster and easier 

no balancing or distributing of 
garments — and the drop across 
full width of the cylinder assures mo 
thorough cleaning faster. Ten-inch rib 
inside the cylinder force the separa- 
tion and high rise of every item. Rinse 
is by strong spray inside the cylinder, 
flushing the soap back to the cleaning 
bath. Cycle then goes into high speed 
(480 RPM) extraction without interrup 
tion or attention. Entire cleaning se 
quence is fast and automatic 
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BRING YOU THE LATESI 


Ta 


Take « look at the NEWEST M 
This, pins ELECTRONIC CONTR: 


w~meat 


Fem meee hee cen! owen! my Mme ow coms BOK) 
oe how a 








me me tee 














or write: 


NATIONAL CLEANER & DYER 





8k i aa 


business with 
j EXTRO MM j WASHER-EXTRACTORS 


ULEANS BETTER FOR LESS 


-THE INSIDE STORY 
CLEANING BUSINESS! ROXY CLEANERS, 
. BECOMES FIRST IN THE COUNTRY To 
EN SCIENTIFIC ACHIEVEMENT 
DRY CLEANING! 


) SHRINKAGE 


SACLE in CLEANING EQUIPMENT - 
jand the BEST SOLVENTS MADE... 


WEST PRICES 


FECT CLEANING of EVER 
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This two-page ad appeared in the Albany TIMES-UNION May 15, de 
scribing Roxy’s new production facilities. Both photographs show 
the Hoffman Extron Washer-Extractors in service . . . describes them 
as “the three miracle machines that are the heart of our operation.” 


a O } ’ VW A . HARRY KHACHADOURIAN, 


President 


MACHINERY CORPORATION ROXY CLEANERS 


He likes the Hoffman EXTRON 
105 FOURTH AVENUE, NEW YORK 3, N. Y. 


July, 1955 





NCREASING 1 


to power \ 


SE of compressed 


kinds of dri 


makes i 





ill iriwous 


Cleaning plant equipment 


vorking knowledae of ill 
i he Ipful tool 


compressot 


election There are a 


number of ways of selecting com 
pressor equipment this article will 
contine it elf to the methods we con 


ilu ible 


ider most 


The Rental Plan 


(in method that had its origin in 
IS the 


firm that rents 


the construction indust: 
The or the 


lessor 


pl in 


out the equipment, will usually take 
i rough gues it the size unit you 
need and suppl such a unit to vou on 


i rental basi rhe initial advantage to 


ou is that vou can gauge on your 
own premises whether or not a given 
ized compressor is right for your 
needs, Or, for that matter, vou can 
experiment on the actual desirability 


ot compressed ilf drives 
However, as 
lessor ha 


requires 


you might expect the 

to protect himself and he 
that rather de 
tailed equipment igreement 
(Fig. 1 The 
statement indicating that the owner 
the 


contains 


you sign a 
rental 
igreement contains a 
ship of the compressor remains in 
the Also, it 
an agreement that prohibits removal 


name of lessor 
of the machine without written con 
sent of the lessor 

In the event of breach of the 
ment, the lessor may retake possession 
the 
is typical of 


agree 


of his property and end lease 


The agreement (I ig. | 
those used in Chicago. It is con 


sidered sound be« ause it 
the 


‘ hasing option 


covers 


business points and has a 


Other Forms: Some distributors 
the 
tal 


for 


tise 
standard portable-compressor ren 
agreements unsuitable 
do 
not cover state laws related to mount 
ing equipment in the plant, the prob 
lems of bankruptey 


| hese are 


stationary units because they 


and use of a unit 


by a lessee who only rents a plant 
instead of owning it 
Rates vary with locality, type of 


rental and use of the compressor The 
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How To Select an Air Compressor 


of rental and purchase compared; 


consider for plant requirements 


By JOSEPH C. McCABE 
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and does hereby indemnify the Lessor against all loss, damage, expense and penalty arising 

m on account of personal injury or damage to property occasioned by the operation, handling 

m of any equipment during the rental period 

equipment is loaded for transit to the Lessee, it may request and receive an inspection 

july appointed agent or employee. Lessor shall have the right at all reasonable st 
n which the equipment is located during the rental period for the purp making 


eque 
ore 
ent 


EQUIPMENT 





I ‘ at ween BTANDARD AUTOMOTIVE EQUIPMENT I 
i 
ated : i efan and Tt ‘ et t t ‘ 1 at 
la ‘ I oe hie ng a it ul p 
: ! so l neine 
la i9 and f eact i 
' 
fieideration aid sing, covenan and ag s with aid Le pay « t 
uv inal» lew bed the um fs pe begir Z 
ond th ‘ i money of acl 4 
n 
pa " ‘s for de ery and pickup charge 
he aly leseribed personal property by the Lessee shall not in any way be naid ! 
hip being exp ugreed between the partie reto that the title to said prop 
nin im the Le and said property shall not be removed from the pr t 
with he mneent of the Lessor, In the event of a breach of this covenan:, Less 
n sa wherever it may be found, and may terminate this lease and retain 
erein a8 liquidated damages. In the event of default, Lessee agrees to pay a reasonable 
s attorney's fees and court cost 
t lease, the Less agrees to deliver to the Lessor the property hereinabove 
repair, reasonable wear and tear excepted, and in the event said prope 
repair, Lessee agrees to pay to the Lessor the reasonable value of said ma 
hereby fixed by agreement of the parties at § 
disfigure or cover up any numbering, lettering insigna displayed upen 
the equipment is not subject t« areles r heediessiy rough Usage and 
hh expense maintain the equipment and its appurtenances in good repa and pera 
ich condition return it to the Lessor 
1 doe hereby indemnify the Lessor against all loss and damage to the above-described 
he rental period, and agrees to pay the cost of all repairs r wails neluding late 
Any damage claim of either party shall be made known to the other party within f 


pt of equipment, or 
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any 
mt as 
lays prior 


payme 








sing liable for trespass, and recover all rental due, full damages for any injury to, and 
oi in returning the equipment 
ts own expense carry and maintain theft, liability and fire insurance and wt 
sted by the Lessor and any special liability policy carried for this particula ease sha 
s one of the insured thereon 
hall not be sublet by the Lessee, nor shall it assign or transfer any interest in 
written consent of the Lessor 
OPTION TO PURCHASE 
ha prion to purchase the equipment herein leased, at the price | nab 1 by 
ea alu sald equipment. If this option is exercised within the first ’ 
ent any ou money paid for rental will be deducted from the ae 
ption ex ed er thirty (50 jays, then the Lessee shall be enti 4 i 
1 five pe cent, if the option is exercised in the second month of the renta 
iit five ( per cent will be deducted from the rental credit for each month there 
we ts t purchase the equipment during the m of this lease. The option hereir 
apply in the event the Lessee desire purchase a new piece of equipmen f equa 
an the equipment leased hereunder 
WHERBEO? he pa ‘ have caused this Agreement t be duly exe “i ar « ag 
ta ‘ 
STANDARD AUTOMOTIVE EQUIPMEN INt 
le en 
ny 
at le 





nt more than seven (7) 
provided by 


RENTAL AGREEMENT 














such claims shall be void 











days, or become bankrupt, or fail to maintain 
this Agreement, or substantially violate any provision 
written notice, terminate this Agreement, take possession of the equip 























Figure | 
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in the SPOTLIGHT for RESULTS! 


the =SUPER =CHARGE 


of all charge soaps! 


Here's SAFER 
QUICKER 
MORE ECONOMICAL 
CLEANING... 


Here are 7 reasons why 


e REDUCES LINTING... 

© AFFORDS HIGH SOIL REMOVAL... 

e REDUCES SPOTTING AND WET CLEANING... 

e DOES NOT RING IN SPOTTING... 

e ELIMINATES DISTILLATION TROUBLE... 

e BUILDS NO FILTER PRESSURE... 
CHARGIT 1S ODORLESS... 


e 
SEE YOUR NU-PRO JOBBER 
FIELD MEN WILL DEMONSTRATE il i - a 4 0 mFG. CO. 


OR WRITE US DIRECT FOR TRIAL OFFER 9918 WASHINGTON AVE., ST. LOUIS 3, MO. 








Stationary-compressor 
rates* 


High pressure with 
motor and belt or coupling 





High pressure with 
gas engine and belt or coupling 


Capacity 

cim Mo Wk Day 
To 46 $ 69 $ 24 $6 
46-55 74 25 8 
55-72 96 31 W 
72-95 109 36 12 
95-125 133 4! 13 
125-160 174 55 18 
160-215 201 68 22 
215-270 249 79 26 
270-370 295 94 30 
370-470 341 107 36 
470-570 385 120 41 





Te 30 $ 55 $ 2) $ 6 
30-46 75 27 9 
46-55 108 37 W 
55-72 121 40 14 
72-95 130 aa 15 
95-125 170 57 9 
125-160 211 70 24 
160-215 278 95 30 
215-270 359 We? 40 
270-370 455 150 52 
370-470 582 195 64 
470-570 714 236 79 


Low pressure with motor and belt 
or coupling; 40 psi and under 











To 900 $330 $iit $37 
900-1200 462 160 54 
"a 
K PI 
; ! 
Figure Il 


Associated Distributors 
(AED) 
lishes suggested rental rates (see Fig. 
» 


2). These rates are primarily for sta 


Equipment 
a national organization, pub 


thomary compressors rented for con 
struction jobs, but some dealers use 
them for industrial plants 

lo establish a monthly rental rate, 
divide the total equip 
ment cost by 12. Delivery and pickup 
Rental 100 
percent for the first 30 days; 5 percent 
is deducted for each 30 


the unit is purchased 


some lessors 


are extra recapture 1s 


days until 
I his encourages 
early purchase of the unit, if the lessee 
wants it 
In some agreements, LOO percent 
of the rent paid during the first 30 
days is recaptured on purchase. Be 
yond the first 


cent is recaptured 


30 days, only 80 per 
There are many 
variations to this scheme 

Remember, renting a compressor is 


not cheaper than buying one unless 
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Continuous Operation** 
Compressor | free Air Consumption Horsepower of Free Air Consumption 
Pressures, psi in CFM of Compressor Required CFM of 
Total Equipment Total Equipment 
Average Use* 
Cutin Cut Out . - Two-Stage One-Stage 
70 100 Upto — 6.6 “a Upto— 1.9 
70 100 6.7 — 10.5 ¥, 2.0 — 3.0 
70 100 10.6 — 13.6 1 3.31 — 3.9 
70 100 Up to— 14.7 1 Upto — 4.2 
70 100 13.7 — 20.3 1% 40 — 5.8 
70 100 14.8 —- 22.4 1%, 43— 6.4 
70 100 20.4 — 26.6 2 59 — 7.6 
70 100 22.5 — 30.4 2 6.5 — 8.7 
70 100 30.5 — 46.2 3 8.8 — 13.2 
70 100 46.3 — 60.0 5 13.3 — 20.0 
70 100 60.1 — 73.0 7%" 20.1 — 29.2 
70 100 73.1 —100.0 10 29.3 — 40.0 
120 150 Upto — 3.8 “a Upto — 1.1 
120 150 3.9 - 7.3 V, 1.2 — 2.1 
120 150 7.4 — 10.1 1 2.2— 2.9 
120 150 Upto — 12.6 1 Upto — 3.6 
120 150 10.2 — 15.0 1% 30— 4.3 
120 150 12.7 ~— 20.0 1% 3.7 — 5.7 
120 150 | 16.1 — $0.0 2 44— 5.7 
120 150 20.1 ~ 25.9 2 58 — 7.4 
120 150 | 26.0 — 39.2 3 7.5 — 11.2 
120 150 39.3 — 51.9 5 11.3 — 17.3 
120 150 52.0 — 67.5 7%, 17.4 — 27.0 
120 150 67.6 — 92.5 10 27.1 — 37.0 
145 175 Up to 11.9 he Upto — 3.4 
145 175 12.0 — 18.5 1% 35 — 5.3 
145 175 18.6 ~ 24.2 2 54— 69 
145 175 24.3 - 36.4 3 7.0 — 10.4 
145 175 36.5 — 51.0 5 10.5 — 17.0 
145 175 51.1 — 66.0 7%, 17.1 — 26.4 
145 175 66.1 — 88.2 10 26.5 — 35.3 
*7) er 7 wrded as ti apa 7] he om pre n free aur output, but matead 
re ed fre 1 pt 1 the to n ti x/ hw ‘ as well ase toola antu 
pa i idded | f 4 factor has been wmtroduced ft fake wmto account mtermittent 
wral yl € ufaneously 
* These he employed P atu ptr MF mai operat re 
a epply f m pre 1 There ’ 1 milter pera n has been 
used, and ures given repre mpre apa 1 st put 
- ne” ia my ha Ay 1 quipmer ncelud 1 
Figure Ill 


‘There's certainly no chance for advancement here, Myrtle, 
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Patent Applied For 











CISSELL LOW-BOY | 
STEAM-ELECTRIC IRON No steam assembly is better than its 


valve — Now, the low assembly is perfected, as Cissell engi- 


° 7 . . . oT) . ” 

with electric thumb switch neers have applied their famous “valve construction know-how. 

‘ ? ’ Here's another exclusive for Cissell in solenoid valve design. It’s 
Available in 3, 6, 8, or 10 lb. weights. ge ye ; 8 

simple . . . it’s packless . . . it’s modern invention. Steam-Heated 


W. M. CISSELL MANUFACTURING CO.. INC Chamber built into valve converts water of condensation into steam 


LOUISVILLE 1. KY. Pacific Coast Office: 4823 W ... keeps upright hose clear of water . . . provides dry steam, Thus, 

Jefferson ae 0 Angeles. Foreign Distributors water is converted into steam IN THE VALVE before it reaches 

write Export Dept.— Cable Code: “CISSELL”. iron. This is what it takes to give you steam-iron operation at its best. 
Pp Pp §'VE ) I 













































Thrust 
Lead in 


Pounds 10 90 100 110 120 125 


$00 «334 27% 244 214 2 24%, 2 


1000 4%. 4 «3% 354 314.3% 3% 
1509 (iS j4%layiawlia l4 
2000 6 544 |S hg 4K 494 4 
2500 67% 6%, 6 p46 15 sy 5 
3000 7 6% 64/6 


PRESSURE IN CYLINDER—PS! 


130 140 150 160 170 175 180 200 


2ui2%\i2 |2 |2 |2 |1%\1% 


34413413 «2% 244 | 244 | 234 1254 | 2% 








Figure IV. Sizes of cylinders required to develop power to overcome various 


you have a special set of conditions 


No fixed 


given to tell you whether 


in your plant rule can be 
renting of 
buying is ¢ heape t 

But 


careful 


c compre SSOTS 


when renting 


the 
If you spend a large 


obyv iousls 
to 
installation cost 


consider 


sum on the setup, the advantages of 


renting can very well be wiped out 


Guide to Selection 
he 


mathe 


engineering staff of the Pneu 
Automotive Equipment Associa 


for 


IS 


tion recently published a guide* 


have 


selecting small air compressors 


“as comprehensive a one as Wwe 


seen and suitable for much more cde 
tailed 


cle aning 


studies than the average dry 
The 


following is a much boiled-down pro 


plant would require 


cedure that we feel covers the essen 
tial points in sequence 

The sequence should begin with a 
list of all air-using units, arranged in 


localized groups. Ordinarily none of 
these groups will require a compressor 
capacity in excess of 20 hp. Usually 
most of them will need far less 
Next, the air-pressure range and the 
average free-air consumption in cubic 
fect be listed for 


eat h most 


per minute should 


air-using unit, In Cases 
provided by the 
the For esti 
mated special job requirements, the 


supple mentary 


these figures are 


manufacturers of units 
Association provides 
formulas 


Alter 


requirements 


the 
ot 


additions of those 


free-air 
make 


Ww“ hic h “ ill 


listing averade 


each item 
separate 
irregular) 


be available 


require only av crage 
that 


for continuous operation 


use 


and of those must 


Average Use: Then, note the 
highest pressure required in the aver 
age group 


You'll find in one column the pressure 


For 


use and refer to Fig. 3 


that corresponds to the maximum re 


quirements of the unit, and in another 
column the rate of free-air consump 


*Plant Engineering, May 1955, pp. 111-115 
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tion which also corresponds to the 
unit’s total; a third column will show 
the horsepower size of the compressor 
required, either for one-stage or two- 
stage units 


How To Use Tables 


\s an example, a combination of a 
gun with air-pressure range from 70 
to 100 pounds and average free-air 
consumption of 2.5 cubic feet per 
minute, plus a pneumatic device of 
120-150 pounds at 2 c.f.m. might be 
combined for service by a single com- 
pressor In Suc h a case, the compres 
sor would need to provide pressure in 
the 120-150-pound category, and a 
total of 4.5 c.f.m. of free air on an 
average basis. With such a combina- 


Tt en 


that a % hp., 
recommended, 


one-stage Compressor is 


For Continuous Use: In the case of a 
group requiring 4.5 c.f.m. at 120- 
150-pound pressure on a continuous 
rather than an average basis, the same 
chart shows a 2 hp., one-stage com- 
pressor is recommended. 

It is also possible to combine equip- 
ment used on an average basis with 
other equipment used continuously so 
that they are both serviced by a single 
compressor. In such a case, the horse- 
powers indicated for separate opera- 
tion are simply added together to 
show the size of compressor required, 
at the pressure computa- 
tion. 


maximum 


By means of these tables compiled 
the Association, it’s also easy to 
calculate the size and type of com- 
pressor required to handle cylinder- 
type lift-loads of various sizes. Thus, 
Fig. 4 shows that if the lift cylinder 
has a diameter of 4 inches and is to 
lift a load of 1,000 pounds, it will 
require an air pressure of 80 p.s.i. 
Similarly, if it is known, for example, 


by 


that 110 p.s.i. is available with a 
cylinder diameter of 6 inches, the 
pressure will be sufficient to lift a 


3,000-pound load. 

In computing the amount of air to 
be required of a compressor, Fig. 5 
lists the volumes of free air released 
on a basis of cubic feet per minute 
when allowed to flow through orifices 
of varying diameters, at various pres- 





tion, reference to Fig. 3 will show sures, # # 
Gauge 
Sees. te Flow of Free Air (cfm) Through Orifices of Various Diameters 
Receiver 
(Lbs.) ‘einch ‘inch Ysinch ‘Vieinch 2 Inch tinch ‘Yieinch = |4 Inch 
! 027 107 .242 .430 97 1.72 3.86 6.85 
2 038 153 342 .607 1.36 2.43 5.42 9.74 
3 046 188 471 .750 1.68 2.98 6.71 11.9 
5 059 .242 545 -965 2.18 3.86 8.71 15.4 
10 084 342 77 1.36 3.08 5.45 12.3 21.8 
15 103 418 94 1.67 3.75 6.65 15.0 26.7 
20 119 485 1.07 1.93 4.25 Ps 17.1 30.8 
25 133 54 1.21 2.16 4.75 8.6 19.4 34.5 
30 156 632 1.40 2.52 5.6 10 22.5 40.0 
35 173 71 1.56 2.80 6.2 11.2 25.0 447 
40 19 77 1.71 3.07 6.8 12.3 27.5 49.1 
45 208 843 1.9 3.36 7.6 13.4 30.3 53.8 
50 225 914 2.05 3.64 8.2 14.5 32.8 58.2 
60 26 1.05 2.35 4.2 9.4 16.8 37.5 67 
70 295 1.19 2.68 4.76 10.7 19.0 43.0 76 
80 33 1.33 2.97 5.32 11.9 21.2 47.5 85 
90 364 1.47 3.28 5.87 13.1 23.5 52.5 94 
100 40 1.61 3.66 6.45 14.5 25.8 58.3 103 
110 43 1.76 3.95 7.00 15.7 28.0 63 112 
120 47 1.90 4.27 7.58 17.0 30.2 68 121 
130 50 2.04 4.57 8.13 18.2 32.4 73 130 
140 54 2.17 4.87 8.68 19.5 34.5 78 138 
150 57 2.33 5.20 9.20 20.7 36.7 83 147 
175 66 2.65 5.94 10.6 23.8 42.1 95 169 
200 76 3.07 6.90 12.2 27.5 48.7 110 195 








Figure V. Continuous air blasts through nozzle use air in amounts indicated 
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ctroleam combination washer-extractor 
“rifle wach action with drop, squeeze and wet rub 
Wlore productive capacity per square faot 
| Labor and time savings 
/ or 2 Gath system avatlable 
ttdaptalle to the charge system 
Reuerses direction every 20 seconds 
Greater soluent savings 
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Faster, far better, high quality cleaning 

is assured with UNIT KLEEN'’S big drop 
and wash-squeeze action. The 

work is lifted, up to 44 inches and then 
dropped into the solvent bath. At the 
bottom of the big drop the work is wedged 
between the center partition and the 
cylinder wall and squeezed both 

by centrifugal force and gravity. The 
solvent is squeezed through the fabric 
twice each revolution. This action, 
combined with correct cylinder 
speed and reversing action 
every 20 seconds has proved 
itself the most efficient 

method yet devised for 
thorough, rapid and high 
efficient cleaning, requiring 
less time in the cleaning 

cycle to meet the highest Available in 50 lb.—80 Ib.— 


standards 100 Ib. and 150 Ib. models 


Unit Kleen cylindersp 
give DUAL WASH ac- 
tion by combining BIG 


ereroate G. A. BRAUN ic 


SQUEEZE 
World Wide Distributors 


Empire Building Syracuse 2, New York 


July, 1955 61 
































YOU ARE USING AN OBSOLETE CHARGE SOAP! 


l, It is no longer necessary to have dark solvent with the charge system 
when Adco’s Triple-X Dri-Sheen is used. IT 1S NOW POSSIBLE TO MAINTAIN 
CLEAR, PRACTICALLY WATER WHITE SOLVENT EVEN WITH A 4% CHARGE! 


2. Why this is possible.... 


A. Triple-X is the color of honey, and in a 4% charge is practically water white! 
No dark, old type bases used to blacken your solvent. In addition having water 
white charged solvent allows your dry-cleaner to accurately tell even in a 4% 
charge when all the dirt has been removed and the load is cleared up. Also in 
case of discoloration due to fugitive dyes you can immediately detect it and 
do something about it. 


Triple-X only very slightly affected by Darco or sweetener powders due to its 
complete solubility. This means... you can maintain the light color of your 
original charge... by use of Darco and sweeteners at no increase in cost over 
your present operation where Darco and sweeteners remove much of your 
charge resulting in excessive operating costs. 


The use of Darco and sweeteners in your charge solution means YOU CAN 
HAVE CLEAN MOISTURE IN YOUR CHARGE, MOISTURE WHICH IS NOT FULL OF 
DIRT AND IMPURITIES TO BE TRANSFERRED TO THE GARMENTS BEING CLEANED. 
When this happens you get greying and generally poor cleaning as this DIRTY 
WATER CANNOT BE RINSED OUT WITH SOLVENT, no matter how clean your 
solvent may be! 


Maximum results with the 4% charge can only be obtained when your 4% 
charge is kept completely free from color and impurities! DUE TO EXCESSIVE 
COSTS...(YOUR LOSS OF SOAP BY REMOVAL THRU USE OF DARCO AND SWEET- 
ENERS WITH OLD TYPE CHARGE SOAPS) THIS IS POSSIBLE ONLY WHEN TRIPLE-X 
DRI-SHEEN IS USED. 


To prove the above claims we suggest you have swatch tests made on your 
present charge operation. Then have the Adco dry cleaning technician in your 
area install, at no charge until our claims are proved to your satisfaction, the 
Dri-Sheen process with Triple-X Dri-Sheen. Then, again have swatch tests made. 
THE COMPARISON WILL AMAZE YOU! 


WORKS PERFECTLY IN ALL TYPES 
TRIPLE =X OF AUTOMATIC RELATIVE HUM- 
IDITY CONTROL INSTRUMENTS! 


dco, INC. SEDALIA, M0., U. S$. A., Manufacturing Chemists since 1908 
the better the soap - the better youn cleaning -the happien your customers! 











COS] 


recently 


FIGURES tor the 
published as 


1954 


industry 


yea! 


ervice by the National Institute of 
Drycleaning, lend statistical evidence 
to an already marked trend. Store 
iles are going up; route sales are go 
ing down, A surprising, at least to us 
ingle is that plant retail sales slumped 
i few points. The big gain, from 
13.79 in 1953 to 22.79 percent in 
1954, was in branch stores and agen 
cle Percentage-wise the increase 










Cost Figures for 1954 


Biggest change over previous year noted in sales distribution 


adds up to better than 65 percent. If 
package-plant sales are climbing, the 
increase is not indicated in the In 
stitutes figures 

Before discussing the figures any 
further 


the statistical basis on which the sur- 


it should be pointed out that 


vey was made is hardly adequate to 
justify anything more than the broad- 
est generalizations According to the 
survey 


of 22 


the report is based on analysis 
7 reports. They represent about 


Sectional Analysis of Percentage Costs for the Year 1954 











percent of NID membership and 

percent of the nation’s plants. Not 
only is the percentage too small, but 
the number of plants in itself is not 
enough to stabilize the sample. 

It is truly disgraceful that the NID 
membership and the industry 
whole did not cooperate more fully 
with NID when it asked for usable 
figures. In the drycleaning field de- 
pendable statistics are few and far 
(Continued on page 84) 
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! " mo IV Vv vi vil vill ix 1954 | 1953 
— New | Middle East West South East West Mountain! Pacific Average | Average 
, ‘ | England | Atlantic North North Atlantic South South 
Central Central Central Central 
Number of Plants Reporting 18 21 52 29 33 7 29 16 22 227 | 314 
Average Base Price $1.27 $1.31 $1.29 $1.19 $ .98 S$ 08 $1.06 $1.22 $1.55 $1.21 $1.18 
SALES DISTRIBUTION | % % % % % % % % % % | % 
Call & Delivery 41.47 47.28 38.06 39.33 40.89 29.11 38.70 39.53 36.39 39.50 | 44.44 
Branch Stores & Agencies 27.05 16.89 23.86 23.00 21.31 33.15 22.00 18.80 26.82 22.97 13.79 
Plant Retail 26.64 28.02 34.23 35.07 34.81 37.74 37.51 41.67 32.86 34.16 37.44 
Wholesale Work 4.84 7.81 _ 3.85 2.60 2.99 — 1.79 — 3.93 3.37 4.33 
TOTAL SALES 100.00 100.00 100.00 100.00 100.00 100.00 100.00 100.00 100.00 100.00 100.00 
PRODUCTIVE EXPENSE | 
Productive Labor & 

Outside Work | 33.08 35.04 31.56 34.35 32.85 30.44 35.02 35.69 36.18 33.69 34.45 
Productive Supplies 8.03 8.17 9.01 9.04 9.87 10.22 10.12 9.91 7.47 9.08 8.97 
Power Plant 4.68 4.81 5.14 4.93 5.07 3.89 3.99 4.66 3.20 4.63 4.44 
Building Overhead 3.62 3.80 3.82 3.48 3.58 4.22 3.82 3.77 3.85 3.74 3.76 
Machinery Overhead 4.75 4.08 4.98 4.36 4.93 3.21 5.32 5.20 4.25 4.73 4.54 
Indirect Overhead 4.37 4.85 4.35 3 96 4.77 4.90 3.73 3.49 4.91 4.34 4.27 

TOTAL PRODUCTIVE EXP.) 58.53 60.75 58.86 60.12 61.07 56.88 62.00 62.72 59.86 60.21 60.43 

SALES & DISTRIBUTION | 
Delivery | 

Wages & Commissions 7.42 9.67 6.71 | 6.59 8.30 5.57 5.84 9.59 9.63 7.26 | 10.96 

Equipment Expense 3.20 | 2.62 2.72 3.17 3.39 2.98 2.51 3.35 2.56 2.91 1.58 
Store Salaries & Expense 7.18 5.45 5.65 | 3.56 4.01 10.06 4.63 2.28 3.65 4.82 | 2.32 
Sales Promotion Expense 2.16 | 1.67 2.57 3.35 2.57 2.75 1.93 3.58 2.08 2.50 | 2.27 
Claim Adjustments 0.40 | 0.34 | 0.26 0.24 | 047 | 0.38 0.41 0.46 0.33 0.35 | 0.37 

TOTAL SALES & DIST. EXP 20.36 19.75 17.91 16.91 18.74 21.74 15.32 19.26 18.25 17.84 17.50 

| | 
OFFICE & ADMINISTRATIVE P 
Office Salaries & Expense 75 | 4.04 | 4.82 3.11 3.06 4.89 2.85 4.05 4.23 3.83 1.74 
Other Exp. (Of, & Admin.)| 0.78 | 0.91 1.24 0.96 1.07 1.03 0.91 1.07 1.46 1.07 1.82 
Executive Salaries 4.82 6 04 8.46 - 5 49 5.91 5.55 4.95 3.67 4.13 5.90 8.02 
TOTAL OFFICE & ADMIN 9.35 | 10.99 13.67 9.56 10.04 11.47 8.71 8.79 9.82 10.80 11.58 . 4 
Total Expense 88.24 | 91.49 90.44 | 86.59 89.85 90.09 86.03 90.77 87.93 88.85 89.51 
Net Profit Before Taxes 11.76 8.51 9.56 | 13.41 10.15 9.91 13.97 9.23 12.07 11.15 10.49 
Section |; New England——Conn., Maine, Mass., N. H., R. 1., VI Section Vi: East South Central—aAla., Ky., Miss., Tenn 
Section ti: Middle Atlantic N. J. N. Y., Pa 
Section ttl; East North Central-—ill., Ind., Mich., Ohio, Wis Section Vil: West South Central—Ark., La., Okla., Texas 
Section IV; West North Central——lowa, Kans., Minn., Mo., Neb., N. D Section Vill: Mountain—Ariz., Colo., Idaho, Mont., Nev., N. M., Utah, 
5. DO Wyo. 
Section V: South Atlantic Del.. D. C.. Fla., Ga., Md., N. C., $. C., Va., 
WwW. Vo Section IX: Pacific—Cal., Ore., Wash. 
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Lack of Capital? 


It is possible to LEASE a Detrex Coronet 
or two-bath Coronet and Synth-O-Saver. 
See coupon below. 


DETREX CORPORATION 
Dept. RR-500a 
Box 501, Detroit 32, Michigan 


Send me all the facts on how I can build bigger 


business and more profit with the Detrex Process. 


Send me all the facts on the new lease arrange- 


ment for the Detrex Coronet. 





NAME 


COMPANY 


ADDRESS 


cry ZONE STATE 








2 


UIETHEX gives you 


maximum profit on your 
sales dollars! 


CLEANING PROFIT—It is generally accepted prac- 

tice in the drycleaning industry to allocate '/, of the 
sales dollar per unit to CLEANING COSTS.* Anyone who 
wholesales his cleaning will use up most or all of this 1/4. 
leaving none for profit. Those who do their own cleaning 
with older equipment use up much less of this third! 


*The modern Detrex Process even further reduces clean- 
ing costs to the point where it represents a minute frac- 
tion of the sales dollar per unit and thus builds greater 
profit for you. 


FINISHING PROFIT—Since FINISHING COST* is 
made up entirely of direct labor, it is near to impos- 
sible to realize a profit on this portion of your sales dollar 
per unit when using ordinary cleaning methods . . . that’s 


why no one goes into the finishing business only. 


*Superior Detrex cleaning quality eliminates much of 
the hand finishing work normally required, reducing 
this cost appreciably. Further, the fine texture of the 
clothes after cleaning by the Detrex Process makes press- 
ing easier, faster .. . cutting finishing cost still more. 


SALES PROFIT—Here’s the literal pay-off for any 
drycleaner. BIGGER SALES VOLU ME* is the ulti- 


mate goal of the successful drycleaner. 


*Detrex has been conclusively proven to be the biggest 
sales builder in the industry—at a higher profit per unit 
to you! We can show you thousands of cases where busi- 
ness has grown steadily after installing the Detrex Proc- 
ess—in many cases, where a drycleaner has grown from 
one small store to a chain! So you see, Detrex not only 
adds to your profit per garment but adds to your volume, 


too. 
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To the 
Drycleaners of America... 


Your enthusiastic cooperation in this year’s “New Glory for Old Glory” 


Flag program was a heartwarming gesture—and most effective! 


THE VOLUNTARY PARTICIPATION OF COUNTLESS THOUSANDS OF 
DRYCLEANERS FROM COAST TO COAST RESULTED IN THE DISPLAY OF 
MORE AMERICAN FLAGS ON FLAG DAY THIS YEAR THAN EVER PRE- 
VIOUSLY RECORDED. 


You can take pride in the fact that never before has such a successful, 


patriotic program been achieved on an industry-wide level. 


Your payment will come in the satisfaction of knowing that you have helped 


your fellow countrymen pay their respects to our Flag. 


You are to be commended—and I'm sure my feelings are shared by your 


fellow citizens the nation over. 


Sincerely, 
DETREX CORPORATION 


atid 


H. R. Norgren 
General Sales Manager 


Drycleaning Division 





ASSOCIATION NOTES 


New York Alumni 
alumni group has been organized for 
over 1,000 graduates of the New 
York School of Dry Cleaning. The ob- 
jectives and program of the alumni 


Organize: An 


were outlined in an organization meet 
ing held by a group of graduates. 

Study showed that 50 percent were 
employees and the other 50 percent 
were plantowners. Based on this find 
ing, the program is limited to the dis 
cussion and dissemination of technical 
information which 1S being provided 
to assist in the improvement of dry 
cleaning and the advancement of dry 
cleaners. 

Membership in the alumni will be 
open to members of the Neighbo: 
hood Cleaners Association who have 
not attended the school. Allied trades- 
men who are graduates are eligible 
for membership 

The program includes talks by 
qualified experts, preparation and dis 
tribution of technical bulletins and 
panel discussions on common prob 
lems. The program will be designed 
to supplement existing services from 
the NCA, the National Institute of 
Drvcleaning or the NID Alumni 
Society 

Over 100 graduates attended the 
first of the planne d series of meetings 
The committee in charge of launching 
the alumni meetings consists of Ber 
nard Weiner Leonard Feldman 
Frieda Slayton and Howard Geffner 
William Seitz, school director, is act 


ing in an ex-officio capacity 


NCA News: Over 400 people attended 
Neighborhood Cleaners 
Association dinner-dance, which was 
held in New York City at the Waldorf 
Astoria’s Starlight Roof 

Checks representing a 35 percent 


the annual 


workmen's compensation dividend 
were distributed to members at a 
meeting of the Westchester Chapter 
Ed Coonradt 
representative in the Westchester area 
Irving We ber 


manager of group insurance for the 


State Insurance Fund 


addressed the group 
NCA. gave a short address pointing 
out the fact that the Westchester 
Chapter saved $20,000 in claims 

NCA members in Schenectady held 
a meeting on March 9, at which In 
ing Weber and Joseph Smith, State 
Insurance Fund representative, were 
guests Both 


speeches urging the members to con 


special made brief 
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tinue their vigilance in maintaining 
safe plants and shops. 

Dividend checks were distributed 
at the Schenectady meeting and at the 
March | meeting in Buffalo 


New Houston President: Abe Kaufl 
man was inaugurated on April 22 as 


president of the Houston Laundry 


ABE KAUFFMAN 


Other offi 
cers inaugurated with Mr. Kauffman 
were: W. W. Wilberg, Wilberg Laun 


dry, first vice-president; Bart Lang 


and Cleaners Exchange 


ton, Coronet Cleaners, second vice 
Brown attorney 


and Frank Shep 


Laundry 


president Don 
executive secretary 
herd, She phe rd 
rhe outgomg 


treasurer 
president was Fred 


Page, Imperial Laundry 


Local Meetings in Ontario: The 100 
percent attendance of members of the 
Lakeshore Division of the Dry Clean 
Ontario), at its May 16 
meeting, received a full report on the 


ers Institute 


booth operated by the group at the 
Junior Chamber of Commerce Home 
Building Fair which was held from 
April 28-30 


folders were handed out, and a draw 


(Consumer education 


ing for free cleaning jobs was held 
The film, “After the Ball 


was shown on a regular schedule basis 


each day 
at a small movie theatre. Every mem 
ber registered his wile a5 a member 
of the Canadian Association of Con 
summers 

A meeting of the London Division 
was held on May 18. Chuck Penn, ad 
vertising manager of the London Free 
Press, gave a discussion on advertising 


Ceorge Barge, Sarnia Division, showed 


color slides of the Sarnia Division's 
activities for the past several meetings 
There were visitors from Sarnia and 
Huron Fothering 
ham, Institute president; Hartley Cur 


Divisions. Harry 
rie, manager; and. John Dillon, assis 
tant manager, were in attendance 

Information on glass draperies was 
given to members of the Toronto Di 
vision during their meeting on May 19 
Samples were given to everyone pre 
sent for testing in cleaning and for 
A bulletin on 
handling glass drapes 1s being pre 
pared by DCI 

A meeting of the Mid-Western Di 
vision featured a talk on an outlined 


identification purposes 


new television program proposal by a 
speaker from a television station 

The Bay of Quinte Division held 
a buyers night May 4. Hartley Currie, 
manager of the DCI, addressed 60 
drycleaners and clothing retailers the 
majority were buyers or owners of 
ladies’ wear stores. Mr. Currie drew 
their attention to the unserviceable 
characteristics of certain textiles and 
trimmings, and encouraged the buyers 
to make friends with their local dry 
cleaners 

\ question and answer session fol 
Harry Fother 
ingham, president of the Dry Clean 


lowed the discussion 


ers Institute, discussed its work 


New Maryland Emblem: A _ colorful 
emblem, a magenta-and-black window 
decal now identifies membe Ts of the 
Maryland Drycleaners Guild 

The decal was designed alter six 
months ot resca;4re h by the members 
of the designing committee: Charles 
Cotel, Bea Sharp Cleaners; Frank 
Bressler's Cleaners, and Mel 
Mallonee, executive secretary 


Bressler 


Fraser Retires: Jim Fraser, director 
for Newfoundland of the Canadian 
Research Institute of Launderers and 
Cleaners, has been obliged to retire 
from many years of active business 


because of continued ill health 


Local Meetings: Plantowners from 
Delaware, Maryland Penn 
sylvania, and the District of Columbia 
Maryland Dry- 
cleaners Guild at the dinner meeting 
held on May 4 in 


Virginia 
were guests of the 


Jaltimore. Follow 
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hction 
nteresting and informative 
\ Central Nebraska dinner meeting 
held at Hasting m May I. It 
ittended by 123 member sill 
Harold 


the entertainment 


tration 


ided 

Pennsylvan Salt 
in il 
1 


New Literature Savin Svnthetic 
the subject of No 
{ Practical Operat 
published by the 
tion on the 
na rasket re 
thetic drvclean 
tint 
thy Pechnique 
7) nd §-32 
el deal human rela 
etting the rT, md under 
l) 
oid trouble vith ravon 
itin is explained in NID 
hions series No, FF-9. Thi 
mmot be vetcleaned nor 
potting 
pre pot 
oti han 
iraperi 1 ¢ ! is made of 
There i oO information 
foam rubber pillows 
ion on the handling = of 
nel Heece is given in No 
how that most method 
ilt in negligible shrink 
ie Ooin l out that Orlon-Dvnel 
pile be drvcleaned unles 
the label states otherwise 
Technical Bulletin T-339 takes up 
the problem of whether water-solubk 
oil contaminates charged solvent. and 
rive result if tests run at the Silver 
Spring laborator No 1-340) dis 
es brown spots that oceur in der 
cleaning and suggests methods of pre 


venting this difficult 


Honolulu Bound: Mr. and Mrs. Vaile 
Shelton of Bonded Cleaners ind 
Laundry, San Diego, Calif., were on 
1 10-day Hawaiian vacation as grand 
prize winners of the forty-sixth an 
nual convention of NID in Chicago 
last March 


70 


Holdre 


Fremont 
Nielson was the 


Lincoln; David Bute 
Secretary Oscar F 
moderator 

Nearly 100 drycleaners attended 


the Cleaning Room velt 

The audience participated in a dis 
ussion of “M Jest Promotion an 
utgrowth of a discussion at the plan 


ning meeting held in February by the the May 18 meeting of the South- 


Nebraska Committee Th eastern Indiana Dry Cleaners Associa 


vho participated in this dis tion, with Fashion Cleaners, Indianap 


cussion were: Stan Blehschmidt, Mit olis, as host. A dinner and business 


hell; Maurice Kneifel, Seward; Estel 
Aleorn, Grand Island; Les Shafter 
Hubert Foster, York; Cal 
in Hedelson, Bassett; Eddie Wester 


session were held A feature of the 
meeting was a stvle show of summer 
cottons and discussions of drycleaning 


of cotton fabrics 


FOURTH WOOL FINISHING COURSE, left to right, front row: Gilbert Painter, Midshipmen s 
Facility, U. S. Naval Academy, Annapolis, Md.; Ruby Gunn, Martha White Cleaners, Nash 
ville, Tenn.; Lillian R. Pelland, Pelland Bros., North Upbridge, Mass.; Robert T. Stivali, Mid 
shipmen's Facility, U. S$. Naval Academy, Annapolis, Md. Bock row: Marvin Maynard, Modern 
Robert Stetson, Stetson Cleaners, Pittsfield, Mass.; Hugo Traub, 
Modern Laundry & Dry Cleaners, Portage, Wis.; Warren C. McNeill, Jr., McNeill Cleaners 
Red Springs, N. C.; William K. Larson, Larson Cleaners, Chilton, Wis.; Jacob D. Pindell, Mid 
shipmen's Facility, U. S. Naval Academy, Annapolis, Md 


laundry Co., Maysville, Ky.; 


om) 


FIFTH ASSOCIATE MEMBER EDUCATIONAL CONFERENCE, left to right, front row: George G 
Taddei, The Dow Chemical Co., Midland, Mich.; Jack V. Clark, Martin Equipment Co., Division 
»f American Laundry Machinery Co., Cincinnati, Ohio; Roy H. Little and Donald S$. Wilson, 
PF. H. Ross & Co., Charlotte, N. C. Back row: Joseph E. Kennedy, Hoyt Manufacturing Corp., 
Westport, Mass.; Edward Ewell, Pennsylvania Salt Manufacturing Co., Philadelphia, Pa.; F. C 
Bunn, Jr., Fuller Supply Co., Concord, N. C.; Donald P. Smoot, Stauffer Chemical Co., New 
York, N. Y William P. Freyd Ill, Emery Industries, Inc., Cincinnati, Ohio; Walter E. Haney 
F. H. Ross & Co., Charlotte, N. C 


The prize was originally won by NID Graduates: The National Insti 
John W. Shelton, Jr., but since he is tute of Drvcleaning graduated four 
i bachelor he felt that his brother and classes in April. 
business associate, Vaile, could make rhe 
of the trip for two. Mrs 
Shelton is a graduate of the forty-first 
general course at NID 


Management 


Class got its diplomas on April 22 after 


Thirty-second 
better use 
four weeks of training 

(Continued on page 74 
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No DOUBT you have been appron hed 


recently with pl ins tor using some type 
| 


ol automat moisture control which will 
“work just as well tha 1% charge as 


Will electronic CONtLOIS 72.2022". osno0s 


owners have asked if the original ("ON 
puctiviry Conrrot Process may be 


used with a 1% 


work as successfully m=" 


The adjustment would involve a 


hO-TInse Process 


change in the electrode iasemnbly as well 
is a change in the ealibration of the 


ad * Solubridge dial so as to compensate for 
wit 0 no-rinse the wre itly recluced amount ot micellar 
moisture retained by the greatly reduced 
concentration of detergent 


Adjusting the design of an automatic 


as with 4% two-bath2 itdoausun ano 


However, adjusting a 1°) charge of 
detergent to clean as well as a 4°, charge 
is an entirely different problem. As this 
paper goes to press in June of 1955 the 
scientists have not as yet discovered a 
magic way of making | gallon of deter- 
gent do the work of 4 gallons, 


by PAUL WARREN 


SOC Vie rl page 


Graph No. 1! Graph No. 2 

ABSORPTION OF MICELLAR MOISTURE BY RETENTION OF MICELLAR MOISTURE IN THE CHARGED 
FABRICS AT VARYING DETERGENT CONCENTRATIONS SOLVENT AT VARYING DETERGENT CONCENTRATIONS 
(with the moisture level in the charged solvent (with the moisture absorption by rayon fixed at 15% of 


fixed at 0.3%) dry weight with transposed relative humidity of 73%) 


% MOISTURE ABSORBED BY FABRICS 
(BASED ON ORY WEIGHT) 
% MOISTURE IN THE CHARGED SOLVENT 


2 ; 4 D 2 ; 4 5 
% DETERGENT IN THE CHARGED SOLVENT % DETERGENT IN THE CHARGED SOLVENT 


Paid advertisement 
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two phases of moisture to be controlled have absorbed moisture released from 
in drycleaning atmosphere at approximately 70% rela- 
tive humidity 

1928—C. C. Hubbard 

“The Inatructor in Drycleaning” 


1. Control of moiature abaorhed by fabrics 
for optimum safety 
ntrot py tus is used Z. f ontrol of morature retained hy charged 1u31 George G. Gaubatz 
olvent for unprecedented soil removal Modern Methods in Drycleaning 
1940-——C’. B. Randall 
The Drycleaning Department” 
1953—G. P. Fulton 


April issue of National Cleaner & Dyer 


mula clean unmiformly 

teh, regardless of widely 

mospheric conditions An efficient detergent may control one 

irate control for maintaining Phase or the other in 1% concentration. 

red percent of active detergent No commercial detergent is capable of 

of the prime requisites for success controlling both in 19%. Only a 4% charge Wh 

operation of the charged system. An permite the desired controls for both len moisture absorption is insufficient, 

for maintaining the de- ph Lses ee graphs numbered 1 & 2.) soil removal and whiteness retention is 

nicellar moisture in the There is no practical control or appa- inferior. 

il lmnportance ratus known to science which Is capable On the other hand, excessive moisture 

absorption by fabrics presents the hazard 

of wrinkling in the extractor and shrink- 
age in the drying tumbler 

VID Bulletin F-14 shows that 4°% 886 


with Conpuctiviry ConTro. provides 


mind that the formula of making a 1° solution of SS6 (or any 
control is of greater impor commercial detergent tested to date) retain 
ormula is responsible for the 3/10) micellar moisture for optimum 
ontrols provide only the 80il removal while limiting moisture 
ibsorption by fabries equal to 70-75% : 

relative humidity for optimum safety uniform moisture absorption by fabrics 

equivalent to moisture absorption from 


Those are the conditions described in r 
sp Test Kir provides N/D Bulletin F-14 atmosphere at 70-75% relative humidity 


| determining the active ingre 


I), charge as well as 


nnot m 1" el > Import Importance of moisture 

retained by charged solvent 
riviTy CONTROL PRocEsS 

gned to control the micellar 
charge as wellasa 4°; Textbooks on drycleaning written dur- In more recent years it has been dis- 
iunnot make 1°% clean as ing the past 27 vears by the leading covered that if additional moisture is re- 
iuthors of their day have long recognized — tained in the charged solution in a com- 
te that there are the advantage in cle ining fabrics which pletely solubilized, filterable state, and 
not absorbed by the fabrics, this retained 
moisture (in proper proportions increases 


water-soluble soil removal to the extent 


Graph No. 3 that wetcleaning is nearly eliminated 


ABSORPTION OF MICELLAR MOISTURE BY FABRICS Lnsomuen iis — rototnee moisture 1s 
AT VARYING MOISTURE CONCENTRATIONS IN CHARGE not absorbed De the tabries, it cannot 


contribute to either extractor wrinkling 
(with concentration of detergent fixed at 4%) 


wv tumbler shrinkage 

| i:xhaustive research on micelle forma- 

tion in dry solvent, followed by long ex- 

perience in commercial use, has proven 

that 

a) solvent charged with 4% 886 and 
3/10°% moisture releases precisely 
the same amount of moisture to fab- 
rics immersed therein as the same 
fabries would absorb from atmos- 
phere at 70 to 75% relative humid- 
ity; and that 


MOISTURE ABSORBED BY FABRICS 
(BASED ON DRY WEIGHT) 


Srreet’s Conpuctivity CONTROL 
Uni’ maintains the 3/10°, charge 
of moisture by automatically replac- 
ing the moisture which has been 
absorbed by the fabries. 
03 04 05 06 07 08 
m MOISTURE IN THE CHARGED SOLVENT lhe unprecedented soil removal and op- 
timum salety prov ided by the above 
This graph further illustrates the Miceile Principle of Orycleaning Although 4% 886 1s capable of solubilizing humidification of solvent and fabries re- 
tomes as much as the recommended 3/10% moisture, the larger muceties resulting from high ratio of quire a 4°) concentration of FormuLa 
isture to detergent permut more than the desired absorption of morsture by fabrics. Graph No. | iMustrates SNE} 
how the recommended 3 10% morsture, solubshzed with less than 4%, detergent, also permits excessive mae or ' 
absorption by fabrics. Graphs | and 3 show that the critical factor 1s the size of the micelles rather than the N ID Bulletin F-14 shows that 4° S86 
amount of morsture which a detergent can “hold.” Inasmuch as the micetie formation cannot be seen under with Conpuctiviry Conrro. provides 
an ultrarmcroscope (not to mention the naked eye), the operator must rely on Street's Electronic Conduc- uniform micellar moisture retention of 
tivity Unit for accurate control of micelias moisture 3/10°) in the solvent while limiting the 
moisture absorption by fabrics to the 
equivalent of 70-75°% relative humidity. 
Paid advertisement 
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To enjoy the safe elimination of wet- 
cleaning there must be equilibrium be- 
tween fhe moisture absorbed by the fab- 
rics and the moisture retained in the 
charged system 

The only condition under which a 1% 
charge may provide the desired absorp- 
tion by fabrics is through a drastic re- 
duction of moisture retention in the 
charge, which in turn results in reduced 
See Column III in bor-out 
at right which shows moisture retention re 
10% to only 1/10%. This 


retention 


soil removal 


duced from 3 
reduction w is also shown in 
Graph Vo. 2 on fu t page.) 

The only condition under which a 1% 
charge may provide the desired moisture 
retention in the charge is by permitting 
EXCESSIVE ibsorption by the fabries, which 
in turn results in wrinkling or shrinkage 
(See Column II in box-out at right which 


shou trar posed relative humidity in- 


( 


creased from 73 , lo Gxt 


‘ This LrCTCASE 
in absorption is also shown in Graph No 
J on fur t page.) 

Only the 4°) charge is capable of pro 
viding the desired equilibrium between 
moisture absorbed by fabrics and mois- 
ture retained by charged solvent, thus 
producing unprecedented soil removal 
with optimum safety 

Regardless of the 
the control, the 


type or nature ol 
ipparatus Is incapable 
of compensating tor the shortcomings of 
the 1% 
ratus is capable of controlling the small 


charge, even though the appa 
amount of micellar moisture in the 1% 
with scientific accuracy 

When W th W/ 


CONDUCTIVITY CONTROI 


used SS6, STREET'S 


becomes of ex- 


treme value as the only proven method 


tor automatically replacing the precise 
imounts of moisture absorbed by the 
fabrics, regardless of the widely varving 


moisture content of the fabries prior to 


of NID Bulletin F-14 


ince between 


Mois 
ture retained in the charge and moisture 
ibsorbed by the fabrics is shown in Fig 
ures 5, 6 and 7 of NID Fellowship Bul- 
letin F-14, a free copy of which will be 
mailed on request. The efficiency of this 
is been reflected in the bal 


sheets of m 


technique | 


ance of the nation’s out- 
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standing plants where, through the near- 
elimination of wetcleaning, net profits 
have increased as a result of greatly re- 
duced finishing costs, and where sales 
volume has increased as a result of a 


vastly superior quality of work. 


Any study of the two methods must 
give due consideration to the fact that 
the soap cost per hundred pounds of fab 
the 4% two-bath 
method is no more than the soap cost 
with the 1° 
though the 1° plant distills only half as 


rics cleaned with 
no-rinse method, even 


much solvent and therefore removes fab 
ries for drying which contain far more 
soluble impurities The two-bath plant 
can use 4 times as much detergent at no 
extra distills only the 
separate rinse solvent, whereas the no- 


cost because it 


rinse plant distills its soap solution. A 
1% plant which distills extractings uses 


twice as much detergent as a 4°, two- 
bath plant 
tion 


Obviously, any concentra- 


above 1% in a@ no-rinse process 
would result in exorbitant detergent costs 
unless distillation were reduced to a 
point where the cleaned fabrics con- 
tained excessive amounts of non-volatile 


impurities, 


The alert plantowner who is eager to 
keep a step ahead of the ever-increasing 
competition must recognize the need for 
& superior quality which can be detected 
by the public, as well as the need for re 
duced production costs which increase 
net profits. The only approach to both is 
the adaptation of 4°) 886 used in a two 
bath method, supplemented by the 
SrronG Soar Test Kir for control of 
active ingredient and by the Conpuc 
Tiviry Conrrou Unit for the control of 
moisture. 


racting before rinsing 


4% ws 17% 


No commercial detergent investigated to date is capable of retaining 3/10% micellar 


moisture in a 1% charged system without permitting the fabrics to absorb more than 


their safe moisture tolerance 


COLUMN | shows that 4% 886 solubilizes 3/10% 


micellar moisture which provides 


unprecedented soil removal and optimum safety by permitting the fabrics to absorb 


no more than their safe moisture tolerance. 


COLUMN II shows that 1% 886 may solubilize the same percent of moisture, but 


because of larger micelles, permits greater absorption of moisture by fabrics. Result 


wrinkling 


COLUMN III shows that 1% 886 may be controlled to permit the same safe amount of 


absorption by fabrics as permitted by 4%, but only by drastic reduction of moisture 


retained in the charge. Result: reduced soil removal 


RETENTION of micellar moisture in 
detergent bath 


ABSORPTION (a) by weight of rayon 


(b) transposed to R.H 


COLUMN | 


4%, 886 
3/10% | 


15% 
73% 


COLUMN II 


1% 886 1% 886 


COLUMN Ill 


3/10% |1/10%| 


15% 
73% 


34% 
98%) 
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THIRTY SECOND MANAGEMENT CLASS, left to right, front row: Caleb A. G. Menk, Menk Bros 
sundry, Cleveland, Ohio; Robert N. Sontag, Sontag Dry Cleaners, Cincinnati, Ohio; Robert 
Ee. Be Modern Cleaners, Fort Bragg, N. C John H. Beck, Benton Cleaners, Fort Benton, 
Mont. Back row: J. B. Dalgliesh; Robert W. Plourde, Lewiston, Me.; Harold E. Resnick, Bolti 
Shield Cleaners, Cleveland, Ohio; Richord J. Fabbrini, West 


William B. White 


more. Md Lovis J. Baylog, Jr 
side Cleaners. $1. Paul, Minn 


TWENTIETH SILK FINISHING CLASS, left to right, front row: Helen E. Burgess, Manhattan 
Company, Washington, D. ¢ Reidsville, 
N. ¢ Edward Howard, Marshall Field & Co., Chicago, Ill.; Helen Psujek, Super White Laundry 
& Dry Cleaning, Wyandotte, Mich. Back row: Hugo J. Traub, Modern Laundry & Dry Cleaners 
Portage, Wis Ruby Gunn, Martha White Cleaners, Nashville Tenn Warren C. McNeill, Jr., 
Red Springs, N. ¢ 


Reflord Cate, New laundry & Dry Cleaners, Inc 


McNeill Cleaner 


‘ 


S . 


LEATHER CLEANING & FINISHING CLASS, left to right, front row Richard F. Kelley, Melody 
Charles |. Kirschner, Hiawatha Dry Cleaners, Minneapolis, 
Stella S. Garness, 
C.0.D. Cleaners, Davenport, lowa; Bernice Henry, Pilgrim Laundry & Cleaners indianapolis 
ind.; Raymond E. Robinson, Campus Valet Cleaners, Columbia, Mo.; William E. Dunbar, Madi 
son Laundry & Cleaners, Winchester, Ky. Center row Troy 8. Magee, Modern Dry Cleaners, 
Franklinton, la Odell Newman, Newman's laundry & Cleaners, Cullman, Ala Clyde J 
Baver. DeWitt Cleaners, Inc., DeWitt, N. Y.; H. A. Schimberg, Dempsey's, Cedar Rapids, lowa 
Providence, R. |.; 8B. B. Chapman, Chapman Cleaners, 


Cleaners, Oklahoma City, Okla 
Minn Daniel ®. Cassetia, Kevka Dry Cleaners and Dyers, Penn Yan, N. Y 


M. Levine, Hudson Fur Cleaning Co 
Wichita, Kans 
Orrell, Night and Day Cleaners Detroit, Mich Loris E. Olinger, Peerless Cleaners Fort Wayne, 


Ralph McNeely, Model Laundry Cleaner, Memphis, Tenn. Back row: Charles V 


ind Melvin Siegel, Sheperd Pork Cleaners Inc Washington, 0. C William E Flanagan 


Reliable Cleaners, Erie, Pa 


Continued from page 70 
Che Twentieth Silk Finishing Class Conference for Associate 
completed 1 two-week 
April 8, and the Fourth Wool Finish 


init Class two-week 


course on April 2 


5-day program of instruction in dry 
completed — its cleaning plant practices. Ten repre 


sentative 


4 


On April 25, the Fifth Educational 
Members 


session on got under way. This is an intensive 


s of the allied trades received 


their Conference diplomas on April 29 

4 week's instruction for nineteen 
drycleaners on leather cleaning and 
finishing ended with graduation on 


May 12 


Management Course: The NID has 
announced its next management 
course will start on July 5 and run 


through July 29, 1955 


Alumni News: The Alpha Chapter of 
the NID Alumni Society met on April 
5 and elected the following officers for 
the coming vear: Richard Shanbarker 
president; Roland Carlsen, vice-presi 
dent; Waldo Starkweather, secretary 
Robert Less 
irms; Milton Ehrenreich, trustee 

The Beta ¢ hapter held its May 6 
meeting in New York City. It featured 
a panel consisting of Bob Schaak 
U. S. Hoffman; Harry De Furia, Se 
Olsen, and Herb Yates of Butler. They 
question: “What Is 
Good Filtration? How Do You Get 
It?” 

The second meeting of the Gamma 
Chapter was held in 


treasurer sergeant-at 


discussed — the 


Sacramento 
Calif., where members voted to have 
six meetings per vear bimonthly, held 
in different cities. The following meet 
ing, which included a dinner-dance 
was held in San Jose on April 16 
Daniel Kreitzer, president of Pi Chap- 
ter of Los Angeles, was principal 
speake r for the evening. Dick Rouvel- 
lat was elected trustee. The Gamma 
Chapter is planning to have a vearly 
meeting with the Pi Chapter 


Back-Home Day: On August 12-14 
the NID Alumni Society will hold its 
twenty-fifth meeting, under the chair 
manship of W. I. Peeler, Washington 
president of the eighth class, which 
organized the group 

On August 13 a presentation of 


sales techniques at Silver Spring will 
feature speakers J. M 
John French and a Lincoln Bag Com 
pany representative. An all-day work 
shop on August 14 at the Shoreham 
Washington, D. ¢ will star Gary 
Gariepy 


Friedlander 


president of Sales Training 
International 

Entertainment will init lude a Hello 
Party on August 12 and a dinner 
dance, both at the Shoreham 

Information may be obtained from 
Miss Edna M. Michelsen, Secretary 
Treasurer. NID Alumni Society, Silver 
Spring, Md 
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HONEYWELL ELECTRONIC RELATIVE HUMIDITY 
CONTROL uses a gold leaf sensing element 
to detect moisture content of the atmosphere 
in the washer. Your soap manufacturer can 
supply the complete control system 


(23 


J >= mn 
a 














<J 








inside your washer gives 

you top quality cleaning 

How would you like to get consistently high quality cleaning 
with bright colors, and at the same time help eliminate shrinkage, 
piling and need for spotting ? 


Close control of humidity and solvent temperature is what does 


HONEYWELL TEMPERATURE CONTROL keeps solvent 
the trick. Put this team of Honeywell controls to work on your from getting too cold to remove water solubles 


washer, and you're sure of getting the kind of cleaning quality too hot to cause bleeding and shrinking or to 


reate fuming and fire hazards. Specify a Honeywell 
that keeps customers, builds business and prevents costly dam ystem when you buy a solvent cooler or heater 
age claims 

Developed by Honeywell, the world’s leading manufacturer of 
controls, these two systems can be applied to any washer, any Minneapolis-Honeywell Regulator Co 
Control Devices Division, Dept. ND-7-118 


solvent, any charge soap you're using. For complete facts, just 
: Minneapolis 8, Minn. 


fill out and return the coupon. Please send me data on (\] Honeywell Temperature and 
[ } Electronic Humidity Control tor my washer 
[] I have a solvent heater 
mete OE AOL S [] Manual control { } Automatic control 
one we []) 1 have a solvent cooler 
[}] Manual control (_) Automatic control 


I'm now using ([] synthetic or (1) petroleum solvent with 


Sm nga 

. 7 . oap. I plan to install a (_) Solvent Heater ( ) Cooler 
112 Offices Across the Nation VW WL 

. 
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INDUSTRY'S LARGEST MosT MODERN, PLANT 
OPENS IN MOUNT VERNON. N.¥...COST ¥/ 000,000. 
HAS CAPACITY OF "2.500000 YEARLY VOLUME. 


Z5 YEARS AGO.. 


DRYCLEANERS WARNED JO BEWARE OF ALL 
HIGH PRESSURE SCHEMES OF “BUNCO ARTISTS ” 
SOUND MERCHANDISING BEST WAY 70 INCREASE SALES 

































































COTTON TEXTILE SHORTAGE |S MOST SERIOUS... 
SHOWN BY FACT OVERALLS HAVE DISAPPEARED 
FROM PAGES OF LEADING MAIL-ORDER CATALOGUES. 








5,000 DRYCLEANING STORES _ $000,000 POPULA - 
1/ON OF PARIS. FRANCE. CUSTOMERS INSK TON S0k - 
VENT ODdle AS PROOF GARMENT REALLY CLEANED, 














‘HAPPY DAY '// 
YOU HAVE AN APPOINTMENT 
TOCLOSE A REALLY BIG 
DEAL YOU'VE WORKED ON 
FOR OVER SIX MONTHS. 
AND GEY “THE Boss 1$, ? — 
OUT OF TOWN" ROUTINE! \i\ _ 
THEN !/ THE OFFICE GAL }\\\ 
PULLS OUT THE CONTRACT 
FORMS. ALL SIGNED AND 


AHEAD AND ee: 






BIGTOWN 
DRYC LEANING 


co Ci 
f ola 
Y bd 





PRES 



































READY FoR YOU To GO eM — 


~_—— 


oe 14, 


ostteestiiie eatin 
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JULVATROL 


(RECLAIMING UNIT) 


SHIELDS Solvatrol is the most 
oustanding recovery unit in the 
dry cleaning industry. Exclu- 
sive engineering features, solid 
construction throughout provide 
efficient, trouble-free, economic 
operation. 

SHIELDS Solvatrol Reclaimer 
can be combined with any 
standard “hot” or “cold” syn- 
thetic unit. For EXTRA 
ECONOMY — it reclaims six 
quarts or better of solvent for 
every 50 pound load of gar- 
ments. 


Note: Unit can be taken 
through 35” door opening. 





TOP CAPACITY —50 Ibs 
TOP SPEED j loads per hour 





Meets 
of the Modern Fast-Operating 


Every Requirement 





Dry Cleaning Plants 


ic “Cold” Unit ship and craftsmanship SHIELDS SHIELDS R-51A Champio 
horough, auto tallatior ewe ee Perchlor Dry Cleaner washes 
? : 4 4 r " ‘ r 


SHIELDS ENGINEERING AND MFG. COMPANY 


277 East 156th Street Cleveland 10, Ohio 
SHIELDS Solvatrol [}) SHIELDS ‘Cold’ Unit 
SHIELDS R-SIA ] Please have your 
Champion representative call 
SHIELDS ENGINEERING 
& MANUFACTURING CO, <« — —_— 


OPRGRY eee 


277 East 156th St., Cleveland 10,0. «.,_ 


——- 20 mN@& — ____ STATE 
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Letters to The Editor 


Continued from page 10 


ment on customers garments.” In the 
name of common sense, gentlemen, 
what really is your intention? To have 
a cleaner go to a secondhand store, 





buy a bunch of dried-out junkers and 
practice on something which is no 


re consumed, This does not allow tomers are sure to frown on. Bristles longer a live piece of skin, and then 
for marking, button sewing, inspec of the best quality will not be so de- expect any results? 
tion, machine cleaning in the cleaning structive. Emery paper (or cloth) in I think your prespotting on suedes 
room—all of which adds materially to the hands of a novice is dynamite on is defeating the purpose. Suede 
time per garment. | would like to see delicate, skived (thin) skin. It can be leather is the fleshy side of a sheep- 
the 20 to 25 coats one operator would ruined and holes cut in it by this skin (garment suede). The life of this 
completely finish in a da practice leather is fats, and without these fats 
The tools you propose to be used Your article is so very misleading leather would be parchment. The 
we another questionable item, Nylon and ambiguous. First, it says what dirtier your suede is, the drier it is 
brushes tear suede and cause an un you need, how to do it, and then sure to be for two reasons: (1) Age 
told amount of loose lint, which cus winds up by saying, “Do not experi and evaporation of these fats. (2) 


Dirt absorption of these fats washed 
into the skins by tanners. When these 
fats are no longer present, the skins 
must be refatted and the soil and dirt 
lubricated out. Your solvent, either 
synthetic or petroleum, merely acts 
as a carrier for this soil and dirt; and 
if proper fats are replaced in the skins, 
the dirt, grease and soluble soil, even 
paint, will soften, rise to the surface 
and float out. This has been proven 
beyond any question of doubt. Skin is 
born, not fabricated. Theretore, fat 
liquored sheepskins will all respond to 








a quarter of 
a century 
the fatting method of cleaning. Would 
separates 
these DICALITE 


pictures 


you use steam, et to clean your 
hands, if dirty? No, you would get 
best results by using the purest fatty 
soap available. Your hands are skin, 





too, you know. 

If proper fatting is used in cleaning 
suedes you need not worry about re 
moving spots, color running and all 
the ag’ and Don'ts outlined in your 
lhey didn't continue very longe—the horse arti le, To cle an suede hy really more 
nd-wagon, hand-quarrying methods of simple than you propose, and never 
ir early days. For Dicalite was founded dangerous but we would suggest 


On the idee Of deveropment, of promoting eliminating steam spotting, hand 





new uses for that little-known (in 1930) ' TI : 
> > » dangere 
material diatomite and work ng out Irons, etc, wey dre aqanwgerous 


improved processing methods industries, as filteraids, fillers, insulation We differ considerably with your 
Ihe succeeding 25 years have, we believe, ind in other capacities article as to cleaning suedes in 
proved the soundness of that idea. Today And Dicalite itself has grown — because (charge) solvent, mild or strong 
diatomite also called diatomaceous of this basic idea of development —from These harge lit : t] 
lca, diatomaceous earth or DI has 1930's one deposit, one plant, to 1955's — EEE a 
mportant uses in more than 200 indus four processing plants and deposits in sulphonated oils of mineral origin, 
tries, and Dicalite has helped in the three states. Four locations, four plants, blended with synthetic detergents. 
pioneering and development of many of served by four different railroad systems, Neither of their component parts has 
these uses. Dicalite products, which now insure a continuing, dependa ’ 
mumber more than $0 have a valued place ble supply of ‘hs dioeiatenien A eer > any affinity to skins rhe detergent 
in the brewing, pharmaceutical, chemical, materials upon which many fe 5 ‘ parts will bleed your color and the 
gar, food, paint, paper and other large industries rely “ mineral oil is not a component part of 






\ Dicalite fatty liquor used in the original tan 


ning of this skin. Therefore your dry, 







Terrebonne 
* 


i 


dirty, hungry skin will absorb all this 


— - tharge in much greater wooortion 
is ng yi CALETA irises wit et 





. 
t with a crust of oily film. And when 
alo slarCuserese Cerceeets you attempt to spray-dye these skins 
Walteria ra DICALITE DIVISION ¢ Great Lakes Carbon Corporation with color penetration Is impossible 
. 612 So Flower st . Los Angeles 17 Calif his causes suede to look streaked and 


dull-looking when brushed out after 
drying. | have no comment on the 
new skins just entering the market— 
skins that are not tanned with fatty 
liquor. Possibly the “charge” is satis 


78 NATIONAL CLEANER & DYER 





wwereze f° ee 








factor for these skins: but as vet s« 
few are on the market 


thousands ot the 


and we have 
fatty-liquor-tanned 
skins to clean, now 

needs tr 


Sue ce s 


trouble 


Finishing neve 


cause any Removing spots 
and substances should be done in the 
cleaning room. Emery paper, wire 
brushes, ete are dangerous to use 
There will be no substance spots Wn 
shave off if 
If vou do 


shave off the surface and then dve the 


suede to scratch or 


cleaned by fatting the skin 


skin, the substance you did not shave 
or dig out will rise to the surface after 
you dye your suede and so you have 
accomplished nothing! 

I could write a book on details, be 
cause I “eat and sleep” suede process 
ind, and am constantly looking tor 
better Ways and means to accomplish 
the Art. | am sorry to have to differ 
with you on your article, but I want 
to spare cleaners who are novices at 
handling suede apparel a lot of grief 
while learning 

(©. K. KimkKPATRICK 
C. K. Kirkpatrick Specialties Co 
Los Angeles, Calif 


I suffered, vears ago 


To the Editor 

Leather is 
sideline” but if many of the 
heed your articl How To Clean 
Leather and Suede 
of your magazine, it may fast become 
therefore this letter 


and I sincerely hope 


certainly a “fast growing 


cleaners 
in the May issue 


a dead sideline 
you will publish 
it to he Ip atone partially for all the mis 
your article 
right to speak to 
want to explain that 
60,000 suede jackets 
year in our two plants one im 
Chicago and one in Kansas City, ce 


voted exclusively to leather cleaning 


information presented in 

lo qualify 1th 
your readers I 
l process OvVCT 


every 


and employing over 50 people whom 
we have tediously trained in the skills 
From a vast and 
I know the 


problems and dangers involved every 


of leather cleaning 
hard-won experience 
day in handling leathers and I shud 
der to think of the cleaner you men 
tion who ha it part-time high school 
boy” running the leather department 
I do not wish to imply that there 
are secrets to leather cleaning, but 
knowledge of leather is neces 


Sary is well is. the 


basic 
realization of all 
of the problems that will come up 
Every day, without fail, we re 
leather 


that have been grossly 


daily 


ceive at our plant garment 
mishandled by 
cleaners who were following the in 
structions on the label of some manu 
bottle These 


come in stiff, sticky, dried-out 


facturer s garments 
badly 


to name just a 
of trouble: 


spotted, limp, rough 
few of the common types 


that we receive 


July, 1955 


a yue 


To be e specific, I would like 
to take up number of things that 
ou said in your article. You first state 
that it is nonsense that suedes cannot 
be cleaned equally well in synthetic 
solvent. Synthetic solvents are not 


recommended for leather because of 
the drving qualities of synthetic sol 
vent as well as the resulting harshness 
itt the leather This ot COUTSE does not 
mean that leathers cannot be cleaned 
in synthetic solvent but it is apparent 
when comparing a garment cleaned 
in synthetic with one cleaned in petro 
leum solvent that the synthetic solvent 


has verv harmful effects on the leather 


ind its wearing properties as well as 


t resistance and 


Ss morsture appeal 
ance 


You go on to say that 
supplies add up to about $1.50 


‘time and 


labor and materials cost 
$7.50 retail price” for processing a 
leather jacket I wish that 
we could begin to get close to this 
know that the cost of 
labor and the cost of 


igaimst a 
Personally 


figure but we 
materials to 
jacket 


only a very normal small percentage 


properly process a allow us 


of net profit Further on in your arti 
cle, you actually prove this. You give 


10 minutes for prespotting and 20 


Now ... survey after survey shows that 
the quality of your work is the greatest 
single influence on your customers! 


HERE'S WHAT ONE MAKER OF 
DRYCLEANING PRODUCTS SAYS— 


IT’S A FACT that more customers 


change cleaners because of poor 
quality cleaning than for any other 
reason! If this problem is yours 
you can do something about it! 
You can produce the kind of dry 
cleaning that you can be really 
kind that keeps 


. yes, the kind of dry 


proud of the 
customers 
cleaning that will actually bring in 
new customers! 

Keystone Aniline & 
Company, for 


Chemical 
over thirty-five 
years, has single mindedly concen 
trated on making fine quality 
cleaning products and today offers 
you that fine quality in KCX, the 
original 4% Single Bath or in KC4X 


its super concentrated 1% version 


The new synthetic non-ionic in 
gredients in KCX and KC4X allow 
for greater soil removal and water 
emulsification than ever before be 
lieved possible from any dryclean 


ing soap 


Plus this tremendously increased 


soil removal, the non-ionic nature 


of KCX and KC4X makes possible 
the continued use of sweetening 
powders without removing the dry 


cleaning soap 


This means that the KCX and 
KC4X single bath method with no 
extra equipment needed, is by far 
the simplest and most economical 


of all methods 


Both contain Keystone’s exclu 
sive “TCI,” the that 


brings color 


ingredient 
almost unbelievable 
newness to fabrics. The very first 
time you use either KCX or KC4X 
you'll see immediately with your 


own eyes visible proof of its 


superiority and your customers 
will see it too and like it 
KCX and KC4X are 


now from selected leading jobbers 


available 


Place an order now with your Key 
stone Jobber, and get started using 
the very finest 


Keystone Aniline & Chemical Co 
321 N 
Illinois 


Loomis Street, Chicago 7, 
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Need A Better 


Marking System ? 


ARIMA has it... 
Redi-Count Roll Tags 


How They Work Redi- 
Count Roll Tags come in 
five different rolls—one with 
a master, two with a master, 
etc. The top number tells 
how many garments are in 
the group. The bottom 
number identifies each gar- 
ment. 


What They Do— Eliminate 
use of tag books which clut- 
ter up space and get lost . . . 
eliminate waste since there's 
an exact number of tags for 
each order . . . end all mark- 
ing, inking problems .. . 
insure good, legible identi- 
fication to prevent losing 
garments ... provide a con- 
venient place for each size 
roll in inexpensive holder 
that contains no mechanism. 
Rolls are changed in seconds. 


Excellent For Day Tag Users 
Rolls are available plain or 
printed. They also are made 
in regular Redi-Mark style 
(five tags plus a master) 
with any top number. 


See your jobber or send for free additional 


information and samples today ! 


Pittsburgh 
Tag Company 


1112 Galveston Avenue 
Pittsburgh 33, Pennsylvania 
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minutes for finishing but you go on 
to describe, step by step, a process 
that would at best take considerably 
longer than the 20 minutes which you 
suggest. For example, the steps in 
processing which you note are: (1) 
inspection, (2) removing buttons and 
trim, (3) prespotting, (4) cleaning, 
5) pressing, (6) brushing, (7) glu 
ing, (8) spraying, (9) repressing and 
(10) rebrushing. 

All of these steps are essential as 
well as a few more which you have 
not mentioned and if it is possible to 
do all of these things in 30 minutes 
on a jacket, | would like to see the 
results. Just mixing the proper color 
dye for a jacket will very often take 
as long as 5 or 10 minutes in order 
to get the exact shade that is neces- 
sary that is, without even consider- 
ing the spraying time. Cementing the 
lapels and hems of a jacket will, of 
course, take 10 minutes at the very 
least to do it properly. Then, too, you 
do not even mention sewing back on 
the buttons and the ornaments which 
you have taken off; and for sewing 
suede buttons onto a jacket, perhaps 
six of them, you must allow at least 
5 or 10 minutes for that process alone. 

You mention in your article that 
solvent will burn wet leather. This is 
completely false. In many cases we 
prespot with moisture and immedi 
ately put the garments into petroleum 
solvent for cleaning with no ill effects 
whatsoever. Nowhere in your article 
do you even begin to touch upon the 
necessity of refatting the skin. Even a 
charged petroleum solvent will nor 
mally remove some of the oils and 
fats that are in a suede or leather gar- 
ment, Unless these oils and fats are 
replaced, the resulting garment will 
be dry and harsh. In our process, we 
apply lanolin as well as other natural 
fats and oils in three different stages 
of the processing of our garments. 

When you speak of classification of 
garments, you do not even begin to 
hint at the problems that are involved 
in routine handling of, for example, 
leather 
stance there are sin h different types 


smooth garments. For in 
of smooth leather as deerskin, cape- 
skin kidskin horsehide, sheepskin and 
goatskin. In refinishing these various 
types of smooth leathers, we have 
found that it is impossible to handle 
these separate categories in the same 
manner throughout our plant. Each 
type of skin needs separate, individual 
handling and disastrous results could 
follow from handling a white glove 
kidskin jacket in the same manner in 
which a brown horsehide jacket is 
processed 

In the end, I think you will find 
that the processing time to do a cor 


rect, satisfactory, guaranteed job of 


cleaning leather garments is in direct 
proportion to the cost that must be 
charged and not, as you indicate, com- 
pletely distorted such as $1.50 labor 
and materials cost to a $7.50 charge. 
We only wish that it were possible 
to turn out the quality job that we do 
and be able to charge half the price— 
we would, of course, have a consider- 
ably greater volume of business were 
we able to do this. 

Of course this letter does not solve 
the cleaner’s problem and I would 
venture to make a suggestion. That is 
that if the cleaner wishes to process 
his own suede and leather garments 
he make a serious attempt to learn 
and study all there is to know about 
leather garment processing and then 
carry out the experiments that are 
necessary to determine which dyes, 
which soaps, which oils and which 
chemicals are to be used on various 
types of garments. If all this effort is 
inconsistent with the number of gar- 
ments he would normally get into his 
plant or with the amount of profit to 
be realized, then I would suggest he 
seek a qualified, reputable leather 
cleaner who is willing to guarantee 
customer satisfaction on all of the gar- 
ments that he handles. In this way, 
a cleaner can satisfy his customers, 
make a satisfactory profit on each 
leather jacket that he handles and 
avoid the headaches of learning an 
entirely foreign business. 

I think that this is also the place to 
say, that if any of the staff of your 
magazine or of the NID or any of the 
cleaners that may read this article 
wish to actually see leather garments 
being processed properly, we extend 
an invitation to have them visit us at 
either our Chicago or our Kansas City 
plant. In this manner, if they intend 
to enter the business of processing 
their own suede jackets, they will at 
least have a conception of what is 
necessary to do the job properly. 

Dante, WEINBERG 
Kansas City, Mo Wardrobe Service 
Chicago, Ill 


To the Editor 

Your article on leather cleaning in 
your May issue mentions “painting the 
leather.” When they are handled in 
this way, they resemble a painted 
automobile—the skins have an artifi- 
cial look and a “Duco-baked-enamel 
feel.” In fact, they no longer look, feel 
or wear like leather. You have ruined 
the original leather appearance they 
had when the garment was purchased. 

As for “changing colors on suede 
and leather,” when a tanner has dyed 
a skin a specific shade, he cannot 
change that color, nor can any dry- 
cleaner or leather processor, However, 
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Bill Glover SILK FINISHING UNIT 


AVAILABLE MANUAL OR AIR OPERATED 








- 


a 


Quality —e _ 
Work... Greater Production... Bigger Profits! 





















Stronger vacuum positively locks head, assuring adequate pressure for hard to finish fabrics 


Once you see it. . . once you try it... we press, ironing board . . . complete utility. 


believe you'll agree that here is the unit 
that has everything you've ever wished for 
in a finishing machine. Compact and easy 
to operate, this new Glover Unit speeds 
production, 
with less strain on the operator. 


turns out more quality work 


Everything's at your finger tips . . . all-in- 


one .. . steam-vacuum board, hot head 


Write, Wire or Call us for information 
' 7 wi Hee ores? jobber e* 


] 
or acore 





Fabric head puffers give fast finishing of 
hardest materials. 


Standardize your plant by making every 
unit a Glover unit . . . handle every type 
of garment. . . no more classification . . . 
no more wage differentials. Profit from 
more piece handlings per hour. Less floor 
space required. Get ALL the facts on this 
record-making Unit ! 


Bil Alover, Inc. 


5204 Truman Road «+ Kansas Citv 277 Ma 








the garment can be mece full dyed 


to a darker hade in the ume color 
farnil in most case 

Some of the tool ou recommend 
in our article such i bronze 
brushe razor blades and steam spot 


ting guns, in the hands of an inexperi 


enced operator are like the sup 
unloaded gun the 


ind best way I 


posedly quickest 
know of to ruin a 
beautiful suede or leather 

Your article tells the 


to wse steel wool Now we cle in thou 


garment 

cleaner not 
inds of leather garments, and we use 
manutacturer 
It plays 


cleaning ot 


teel wool al doe the 


ol garment ind glove avery 


important part in the 
nec ind leather The 
tions “rust stains. We never have any 
trouble 


turn le ithes 


irticle men 
ilonw this line ind never re 
garment to customers 
vith rust stains 

\ to buck and deerskin leather 


not fabrics These can be prayed 
vith dye back to their original color 
ind do not present a finishing prob 
lem, or a spraying problem, either 


If you ever come to our plant in Cali 


fornia, we will show you deerskin 


garments as beautiful as new when 
refinished 

POLAND ATKINSON 

bre neh { nique Suede Cle aners 


Los Angeles, Calif 





Others Were “Pro” 


Io the Editor 

We began handling leather work in 
1949 after 1 
had completed a 
NID. To begin with we did the work 
ourselves and after a few months be 


iy tormer 


partner and | 


general course at 


gan to train employees to clean, dye 
and refinish, with instructions to bring 
ny problems they had to me 
Through this method I learned the 
problems of handling leather and how 
to cope with them and get the most 
desirable job. It was then a rather 
simple matter to train people to do a 
good job. In a very short time my wif« 
learned to do an excellent job, also 
Lavon, our issermbler and Don our 
foreman 


We are 


leather goods. Of course, some of the 


very proud ot our finished 
suedes are a bit disappointing but we 
know the limitations of what is possi 
ble and accept suedes only after tell 
ing the customer what to expect To 
day our finished suedes “asa whole are 
much superior to what they were a 
This is due to the fact the 
public has learned that leathers can 


year ago 


be successfully cleaned and are send 
ing them in before they become badly 
soiled and faded 

Three 


years ago we hired a young 


Break your lines ONCE to install this NEW 


20 — 35 — 50 
G.P.M. SIZES 


Get improved pump performance 
with the NEW Viking dry 
cleaner's pump. Steel liner, and 
bearings requiring no lubrication, 
assure prolonged life 

Then you have the big plus fa 
tor, When your pump becomes 
worn from long or hard usage, all 
you have to do is pull off the 
head, remove the rotor and idler 
gear, and snap out the liner, Then 





you are ready to insert the new 
"Viking Re-Nu-It” kit 

The complete job takes only a 
short time and no special twols 
are needed. No piping changed or 
base disturbed. You have NEW 
PUMP operation this easy and 
simple way 


For complete information send 
for bulletin A200Q today 


WEKENG Pump Company 


Cedar Falls, lowa 
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man by the name of Dave Wiese who 
in high 
Dave went to work in our 


was, at that time, a junior 
S¢ hool 
leather department after school and 
Saturdays. In a short time he was 
handling the leathers completely ex 
cept when our volume was so large 
that it required more time than he 
had available 

Dave has, at this time, completed 
one year at Drake University and will 
full-time this summer 
handling our leather department 
along with a number of other duties. 
I might add we are handling twice as 


be working 


many leathers now as we were when 
Dave started and we have done very 
little to it. We do 


wholesale work whic h has come to us 


promote some 
through someone telling other clean 
ers of our leather work 

I would also like to say that we 
have had our work inspected by per 
sons who were selling wholesale 
leather work and they were very sur- 
prised at the quality of our work and 
could not offer any improvement or 
reason to use their service except that 
they would like to do our business. 
work with 


that which came from expert leather 


We have compared ou 


cleaning houses only to find our work 
Allied 


tradesmen have been very impressed 


to be as good or superior 
with our leather work and have sent 
us many orders without remuneration 
whatsoever 

statement in the May 
issue of NATIONAL CLEANER & Dyer 


Yes, your 


We are very proud of ou 
Dave 


taken care of it since he was a junior 


is correct 
leather work and of who has 
in high school. It has certainly proven 
to us that a well-selected high school 
boy with a sincere desire to learn and 
work can do an excellent job in a 

leather department 
Harnoip R. Gattoway, Owner 
The French Way Dry 
Cleaners-Furriers 

De s Moine s lou a 


To the Editor 


We read your fine article on clean 
ing of leather and suede jac kets, and 


would like 


about them 


some more information 
We recently cleaned a white leather 
jacket and before it was cleaned, rain 


Now 


ing, rain spots it. What do you suggest 


would not spot it after clean 
to correct this? 
Vincinta Bocrett 
Ideal Cle aners 
Red Lodge, Mont 


Cellulose acetate la quer sold by sup 
pliers as a top finish will help to prevent 
rain spotting. The finish is sprayed on 
after the garment has been cleaned and 
dried. A light-pressure pressing is the 


last step Eprror 


NATIONAL CLEANER & DYER 








or location of your ncorest jobber... 5204 Truman Road «+ Kansas Citv 277 Ma 


lo the Editor 
The writer and his staff have read 
the very interesting article in the May 
issue of The NaTionaL CLEANER & 
Dyer starting on page 36 and cover 
Ing the subject of cle ining and finish 
ing of leather goods 
Our interest in this article was ma 
terially increased by virtue of the hon 
esty and frankness with which you 
staff's writer handled this subject. We 
feel that any drycleaner in the United 
States or Canada interested in estab 
lishing this sideline will do well to 
follow the suggestions outlined in this 
article, because we know that he will 
it all times, be operating on sate and 
solid ground 
You may be interested in knowing 
that we are establishing this article 
in our files for the purpose of answer 
ing any inquiries that may arise in the 
future 
RK. Fk. McDonacp 
Eaton Chemical and Dyestuff Co 
Detroit, Mich 


Solvent Temperature 


lo the Editor 

I've never written “Letters to the 
Editor” before, but I am reasonably 
sure everyone is looking for a non 
controversial subject that is of high 
interest to your readers and the 
control of solvent temperature is cet 
tainly a top that every drycleaner is 
interested in 

I average better than 600 complete 
plant reports every week, and the 
question asked most often is: “How 
do | go about cooling my solvent? 
Should I use refrigeration, city water 
or cooling towers? How much does it 
cost, and what is the best temperature 
to maintain my solvent? 

Frankly, questions of this kind 
come in at such a rate that I'm “ready 
to holler Uncle” and ask you gentle 
men to give us a hand 

Everyone seems to be in agreement 
that solvents and soap solutions held 
at somewhere near 80° F turn out the 
best cleaning with the greatest safety 

that te mperatures of solvent over 
90° F tend to wrinkle and break 
cellulose acetate materials that 
hot solvent contributes to the removal 
of dyestuffs from garments and that 
solvent that goes above the flash pomt 
is a very dangerous thing, indeed. 
Few peopl realize that a gallon of 
drycleaning solvent, properly volatil 
ized and mixed with the right amount 
of air, is the equivalent of 70 sticks 
of dynamite from an explosive stand 
point. Another thing is that hot sol 
vent certainly contributes to irritation 
ot the emplo e kin and “good em 


plovees ire hard to find 7 


July, 1955 





I dont think we need long le ngthy how many garments are damaged 
technical articles on the cooling of through the use of hot solvent when 
solvent, but if it would be possible prespotting is being don 
for one of your editors to make a trip Im sure any help you can give Us 
to two or three plants that have put in will be appreciated, both by the in 
some method of controlling the tem dustry and chemical manutacturers 
perature of their solvent vou C. B. Kasson, Vice-President 
would find them very enthusiastic in Chicago, Ill R. R. Street & Co. Ine 


regard to the good that it had done 
for them 
If you could find a plant that uses 


Mr. Kasson is so right! It is encourag 
ing to note how many progressive plants 
we equipped with solvent coolers now 


a heat exchanger with city water, a Heat-exchanger types cooled by city 


plant using refrigeration or a water water are probably the most common 
chiller and a plant using a cooling ind we re noting an increasing number 
towel! I'm reasonably sure these of refrigerant-type units. Re aders may 
interviews would be most interesting care to check back on articles we have 
to vour readers run on the subject in the past: July ‘51 

In these 600 or 700 plant reports p. 106; June 53, p. 80; Oct, “53, p. 558 


that we receive cue h week those Jan eh sae More ~ on the 9 _ 


plants that have installed methods of : : 
controlling the temperature of their Wants Drycleaning Films 
solvent iImost universally run between lo the Editor 

75 and 95 and those plants that 

\ a subscriber of many vears 


standing we should like to know 


where we can buy a sound film on the 


have made no provision for cooling 
their solvent invariably are running 


up around 100° by mid-afternoon, It 


is not too unusual to find synthetic drycleaning process and, if possible 


solvent machines—that dry in the ma one of the laundering process 


chine itself—run as high as 125° on O. Lawson, Managing Director 

their solvent. If for no other reason Lawson & Kirk ( Pty.) Ltd 

than safetv alone Stoddard solvent Capetown South Africa 

should certainly be kept below 105 A list of Gims of interest to the drs 
You might also review the NID cleaning industry appears on pp. 139 to 

Technical Bulletin T-252 which shows 141 of our June 1955 Guidebook kp 


Can You Afford to be WITHOUT this Sales Builder? 
TI , 







Automatic 
Conveyor Brings 
Orders to Counter 
In Seconds! 


New automatic call office storage rack! At the flick 
of a switch, the Stor-U-Veyor automatically brings cus- 
tomers’ orders forward. . . in seconds. No wandering 
around searching through racks. Customers are handled 
quickly . . . pleasantly. And you get 40°) more garment 
space! No installation ... just plug in... and it’s ready 
to run! Costs less than you'd imagine. Write for the facts! 


WHITE MACHINE CO., INC. 
Manufacturer of Contin-U-Rail and Contin-U-Veyor, manual and electrical overhead rail systems. 


SS cr 


White Machine Co., Inc 


14th St. & Lafayette Ave, Kenilworth, W. J 

tf Rush me complete Stor-U-Veyor information i 

e without ony obligation on my part i 

Mail coupen for descriptive Firm Name 
literature and price information. Address i 
City lone State { 

Your Jobber ' 

——_—_—— 








Cost Percentages for the Year 1954 


Analysis of Percentage Costs According to Sales Volume 





$80,001 $100,001 | $150,001 
Under to to | to 
$25,000 $100,000 | $150,000 | $300,000 


Over 
$300,000 


Annual Soles 





21 24 24 19 


Number of Plants Reporting 





Average Base Price 





SALES DISTRIBUTION 
Call & Delivery 27.99 
Branch Stores 4 Agencies 3.18 0.30 
Plant Retail 64.91 71.24 
Wholesale Work 0.10 0.47 
TOTAL SALES 100.00 100.00 








PRODUCTIVE EXPENSE 


Productive Labor & 
Outside Work 
Productive Supplies 

Power Plant 
Building Overhead 
Machinery Overhead 


indirect Overhead 


TOTAL PRODUCTIVE Exe 





SALES & DISTRIBUTION 
Delivery 
Wages & Commissions 
Equipment Expense 


Store Salaries & Expense 





Sales Promotion Expense 





Claim Adjustments 


TOTAL SALES & DIST. ExP 








OFFICE & ADMINISTRATIVE 


Office Salaries & Expense 
(Off. & Admin.) 


Executive Salaries 


TOTAL OFFICE & ADMIN 


Other Exp 








Total Expense 


Net Profit Before Taxes 














| 
| 
| 





whereas in 1953 they spent 2.86. In Executive salaries, on the other hand, 


Cost Figures for 1954 


Continued from page 64 


between If 1.000 


the cost percentages would 


plants had re 
sponded 
have been far more valuable than they 
total of 314 plants 


vias bad enough This yeurs 227 Ss 
pathetic 


Lets look at 


The totals for the two years are al 


ire. Last vears 


produc tive expense 


most identical; in no category is there 


i variation of as much as a point 


Productive labor dropped a_ litth 
productive supplies climbed a fraction 
of a poim*\t 

In sales and distribution, delivery 


COTDIIISSIONS dropped 


wages and 
ibout 3.5 percent, as might be ex 
pected bout equipment expense 
climbed about 1.3 percent 

Store salaries jumped from 2.32 to 
182. Sales promotion 
trifle It is 
note that plants in the lowest volume 
under $25,000, are 


0.13 


ey pt nse 
climbed a interesting to 
listed as 


1954 


cate vory 


spending percent = in 


84 


1954 their profits dropped 1.52 per 
cent, a coincidence which may or may 
not have some. significance 
ran about the same 


Office and 
took a sizable jump, from 1.74 to 3.83 


Claims 


administrative expense 


dropped a fraction over 2 percent. 

The total expense averages dropped 
.66 percent in 1954, and net profits 
of course, rose a like amount. The av 
erage base price climbed three cents 
to $1.21. # # 











Yes, dad is ready to retire any day now.” 
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MORE and MORE DRY CLEANERS 


are approved and listed by the 


Both National Institute of Dry Cleaning and 


Underwriters Re-Examination Service. 


SHELL OIL COMPANY 


50 WEST 50TH STREET, NEW YORK 20, NEW YORK 
100 BUSH STREET, SAN FRANCISCO 6, CALIFORNIA 








NEWS NOTES 





Manitowoc Introduces 
Two New Models 


Manit 


initiated a 


woermng Cor 
Wi re 
new dealer 
program with a re 
withorized di tribu 
t outlined ind 
feature ot the 
uth 140° | 

top photo 
idvised that the 
of educational fact sheets 


i sued rt 


ming tem 


vere 


ularls 
manufacturer stated that 
unit was designed and built 
ifically for two bath 
It is equipped with ex 
e Diverti-Flo 
vhich pre 
ents 
hoor space 
two-bath 


oper 


olvent con 
vents intermixing 


und it requires very 
unit has 


valve for 


two 
simplified 
divided 


large 


wtion a 
ive floor space 
duty 

entrifugal pumps 

brake for 

Lnachiens 
1 te m adiu table 


elu lignin door for 


it heavy self prim 


and auto 
ifety ind 


whine ha 


positive 





YOUR REQUEST 


for further information 
will get quickest and most 
complete attention as a 
worthwhile inquiry when 
it's written on your letter 
head. Be sure to mention 
NATIONAL CLEANER & 


Dyer 











complete in 
fully-automatic 
cloth plate fil 
optional 
filters 
standard 


“itil ofr 
vith Manitowoc 
fer or 
Olson tubular 
cluded a 


I the 


Manitowoc 
Also in 
equipment 
140° fF 
atety 
140° FF, 75 
still optional 
bath Model 
drycleaning system 
photo ha 
igned for the new or beginner 


Manitowoc 
uper 16-by-30-inch 
tumbles \ 
(CGPH vacuum ij 
,‘ new 
140 I 


bottom 


new 
model 
single 
heen ce 
dryck mer 
Dhue bath 
ill new drycl mink 


including all of the 
other 


typ 
ingle model Is an 
package 
basic fe ‘ 
tures of Manitowoc sys 
readily converted 
Diverti-Flo 
wcording to the 


\ di ick d tank 
olvent 


mad i 
for two-bath 


tem 
ope! 
ithon manu 
facturer illows 
for fresh 
lack i 
duty 


pump 


torage It in 
big-capacity, heavy 
self-priming centrifugal 


four-way valve for 


backwash 
atic brake for ifety and easy 
loading ind = adjustable self 
iligning doors for eal 
A sol tandard 


equipment on new 


imple action ito 


positive 
cooler is 


both 


ent 
hia 
chine 

\anitowve pointed out 
bath 
complete in either 
fully with 
cloth plate filter on 
Olson tubular filter 
system includes 
6-by-30 
inch safety Also avail 
ible, as optional equipment, ts 


1 75 GPH 140° 1 


that 


the single model comes 


semi-auto 
matic of 
Manitowo 
Manitowoc 
ind the 
Manitowoc s 


automat 


ilso 
super 


tumbler 


Vvactittn 


New Delivery Model 
The 


International multistop delivery 
truck walk-in 
Metro ib marks inother 
truck first for 
Harvester Company, it was an 
wunced by KR M Buzard 


truck manager 


introduction of a new 


with low-step 
motor 


International 


notor division 
{ ‘ tiles 

Rated at 16,000 pounds gross 
vehicle weight, the model 
in International's RM 
makes ivailable to 
truck 


factory equipped 


new 
160 series 
multistop 
first 


users for the time a 


cha 1s ind 
walk-in cab with 
hort bumper to-back-of-cab di 


Four 


comple te 


wheelbases ire 
137% to 


ension 
offered 


ranging from 
4 inches 
low driver 


the 


Featuring a 


ind ib floor 


step 


new chassis 


and ‘ ib 
it The 


Company 


models are produced 
Metropolitan Body 
Harvester subsidiary 
operation in Bridgeport, Conn 
the cab in 
Metro front-end 
section with swinging doors, or 
optional folding doors which 
fold back against the body and 
left open in 
Supplied with the cab 


Construction of 
‘ luce Ss re gular 


can be warm 
weather 
ire the 
as are offered in International's 
three RM-160 series trucks with 
Metro bodies 

The standard power plant is 
the 13] hp Silver 
240 engine. International's new 
140 hip Black 264 
engine is optional Standard 


four-speed 


same seat and controls 


Diamond 
Diamond 


transmission is the 


svIiK hro re sh five speed svn 
chro-mesh with direct or over 
drive in fifth is optional. Single 
reduction rear axle is standard 
equipment; two-speed rear axle 


New Aceco Model 


The 
Equipment Company, Division 
of The Ma 
chinery Company, has released 
the new Model “B” 
trol Aceco 


cle aning 


American Cleaners 


American Laundry 


P'win-Con 
Air-Driven 
The 


trols offer a choice 


dry 


press twin con 


of two ways 
head 

touch of a 
control on the head, or 
a bar control beneath the 
table front 
lowers the 


of lowering the either 


by a slight bar 
handle 
pre ss 
instantly 


head into pressure 


whi h 
Positive, air-applied pressure 
without the 
draulic 


any hy 
simplifies 
and greatly re 


duces maintenance of the new 


use of 
mechanism, 
construction 
press according to the manu 
smooth, 
voke of 
needle 

twin 
retriever springs and a hydraulic 


facturer lo assure 
the 
operates on 


while 


speedy operation, 
the press 


bearings double 


snubber control head move 
ment 

Low-set, easy action treadles 
are provided for buck steaming 
and vacuum, and for applying 
extra heavy when 
mM eded \ 
to lock or 
high 


sible, 


pressure 
finger level 
unlock the 

pressure Easily 


Is used 
head in 
acces- 
adjustable 
regulator 


tir-pressure 


and a readily visible 


pressure Mauve issure 

for all 
double 
control on the 
tast 


while the 


proper 
finishing pressure 
of fabrics 4 


steaming 


types 
handle 
head 
permits exceptionally and 
convenient steaming 
he ad is open, ce scending or in 
pre ssure 
Phe 
utility, mushroom and 
leg models It can ilso be 
nished with bar-handle 


new unit is available in 
pants 
fur 
control 
on the head only 

For further details 
American 
Division, The American 
dry Machinery Co 
12. Ohio, for 
O12 


Equipment 


write 
Cleaners 
Laun 

Cincinnati 


bulletin BK 120 


For Pile-Fabric Cleaning 


Orlon and 
Dynel pile-fabric and fur clean 
Ing drum has been designed by 
Reliable Mic hine Works, Inc 

Harold Fried 
man, sales manager, no finish 
Orlon Dynel 
fabrics is required after proc 
essing in the 


A dual-purpose 


According to 


ing of and pile 


drum. Operators 
only 
from the drum, shake 


need remove garments 
free any 
excess of cellulose cle aning 
that is used, and 
place the garments on a hanger 
for delivery to the 


carding 


‘ ompound 


customer 
Steaming, electrifying 
and glazing are not required for 
finishing. However, standard 
finishing procedure is necessary 
for furs 

The * Speci il 


of heavy-duty 


is constructed 

steel and has an 
which 

proper drum action 
Reliable Machine 


Inc., has announced 


interior lining assures 
Works 
that 
it has named exclusive 
distributor for K-10, Clean N’ 
and Sil-K-On, three 


products developed for use by 


also 
been 
Glaze new 
drycleaning and laundry plants 
in processing Orlon and Dynel 
pile-fabric coats 
K-10, Clean N 
Sil-K-On are 
Kandu 
New 


Glaze and 
manufactured by 
Che Thhic al 


York City 


Company of 
The new prod 
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... says Mr. Milt Farnham, owner, 


\ T Pennhurst Cleaners, Minneapolis, Minn. 
My YR- “At the rate my Butler Ayr-Mor is making savings on my 


costs it will pay for itself in less than two years,” reports 
Mr. Farnham. “From then on, the amount of my payments 


pays for will be extra profit. Never saw equipment pay its own way 
so fast 


“My new Butler also permits me to give fast service at 
reasonable cost. And this is important, since I feel that serv 
ice is what helped me build business in my new plant and 

itsel? faster three pick-up stations. Since the new Butler was installed, 
volume has increased $100 a week. 

“With my Butler Ayr-Mor I get top-quality cleaning. No 

hard wrinkles ... clothes are clean and bright. Whites have 


; a sharp, c look. Quality work and faster service have 
than any equipment belpell aus Gane > sy ple reali 


Put a Butler Ayr-Mor to work for you and see how quickly 
/ tf it pays for itself in use as it cuts costs .. . improves cleaning 
T ve ever owned quality ... helps build up your volume. Available in cold 
unit with separate recovery or hot unit with built-in re- 
covery. Free booklet on Butler Ayr-Mor gives you the com- 
plete story ... is crammed with profit information, 

Coupon below brings your copy promptly. 


LO ae 
mm » om. § -- 


- | . 
i -— 





No matter what 


cleaning equipment you need 
g q P Y Send for FREE BOOKLET 


call BUTLER first! BUTLER MANUFACTURING COMPANY 


7452 East 13th Street, Kansas City 26, Missouri 


Rush my Ayr-Mor booklet by return mail 
Have my Butler representative contact me 


Manvfacturers of Oil Equipment 
Steel Buildings * Farm Equipment 


“| have had previous experience with synthetic Nome 
: y Dry Cleaners Equipment ¢ Special Products 
cleaning and would never go back to a bag 


filter. My 2000-gallon mone! screen Butler filter Factories located at 
Address Phone 


runs weeks between cleanouts, and of course Kansos City, Mo. * Minneapolis, Minn 


Galesburg, Ill. * Richmond, Calif 


Birmingham, Ala. * Houston, Texas City 


we have no wet, messy bogs to change,” Mr 
Farnham reports 





ippearance and design to the mat cycle control or with 

P 65. It features two built-in implified manual control 

tanks, lint trap and two pump Further information can be 

ind all the integral piping con obtained through a Washex 

nections and valves. The P 100. distributor or by writing Wash 
in open-pocket, open-end ex Machinery Corp., 192 Bank 

achine with either full auto er St., Brooklyn 22, N. Y 


New Button Fasteners Require No Sewing 


top 


ind laun 


beim intro 

‘ plete kit of 

indising aid kor intor 

vrite Caled Product 
Brentwood, Md 


Washex Announces Two William Prym, Inc. has de- is bent in slightly toward the 
New Units veloped a new “Twist Pin,” de- fabric, to lie completely flat 
igned as a quick fastener for No sharp points are exposed 
shank buttons with no sewing and there is no possibility of 


required It is mace ot slim moving or sliding 


eR 
= 2 ) 
rustproof brass wire with loops I'wist Pins cannot catch on 
= = it each end that make it look anything, Prym states, and will 
- J i slightly elongated figure present no problems In press 
* 


ght 


L Ing They can also be used to 
f 


<= s Ihe twist comes from the attach paper or fabric identifi 
™ light circular motion used in cation tabs to garments The 
new pins can be used repeat 
edly 

Twist Pins are available to 
drycleaners in boxes of 1,000 


inserting one of the coiled ends 
through the button shank or into 
the fabric to which the button 
a a if being attached. When the 


en Free samples may be obtained 
nadia bw Steven Landen wir twist pin has been slipped into from William Prym Co., Day 
president and general manage desired position the open loop ville, Conn 
ol Washe Machinery ( orpora 
tion, that the Washex combina 
on washer-extractor is now 
wailable with fully automatic Boek Introduces Two New Extractors 
mtrol PR 5 
Thee Washes Auto-( veler § 
ibove) provides full automatic 
No Moisture Soap or manual operation of the 
Warren ‘ , ‘ vasher-extractor, Simple time 
s of the Auto-Cycler per 
machine to be run for 
cle on either single 
bath ystem The 
explosion-proof 
Group D> condi 





YOUR REQUEST hate Lyener fe qoenunty 
flered on the packaged “65 . 
for further information ind 100” Washex washer-ex The Bock Laundry Machine tures and are designated Model 
will get quickest and most oO It will be available on ( ompany Toledo, Ohio has #200-A and 400-A 

a) plete attention as a tint i we Il brought out a new series ot x Sorne of the 
worthwhile inquiry when nes mckaged 100 px und tractors Model 200 and Model of this new series are the use 
toPn wesienem om meme fatten ria combination washer 100, having a dry-weight capac of a power metering fluid-drive 
has been announced ity of 25 pounds and 50 pounds coupling and an outboard- 


yy the iles department of the re spectively mounted motor with a V-belt 

Washex Machinery Corporation The Model 200 (left ind to 

ded by Jose ph Diepenbrock Model 400 (right) can be had 
! 


The new P 


main features 


head. Be sure to mention , 

NATIONAL CLEANER & 
: spindle, which eliminates 

IVER . 

Dyes heavy-starting torque. The curb 


win with complete automatic fea ind cover assemblies on these 
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CONTINUED CUSTOMER SATISFACTION 
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Customer satisfaction can be guaranteed with 
the combination of Stauffer Perchlorethylene and 
CONTACT YOUR 


STAUFFER ee 
PERCHLORETHYLENE qgood will still further, Stauff yr iS now offering an 


DISTRIBUTOR attractive leaflet illustrating the dangers of home 


FOR COPIES OF spot removal and describing the drycleaners 
THIS LEAFLET 


good cleaning service. To promote customer 


professional skill necessary in handling any spot 


removal problem properly and safely 


STAUFFER CHEMICAL COMPANY 


380 MADISON AVENUE, NEW YORK 17, N. Y. 
221 N. LaSalle St., Chicago 1, Ill. + 636 California St., San Francisco &, California 
326 S. Main Street, Akron 8, Ohio * 824 Wilshire Boulevard, Los Angeles 14, Colif. * 8901 
Hempstead Rood, Houston 8, Texas * North Portland, Ore. * Weslaco, Texas * Apopka, Flo 





; ene 


DON'T POUND A STUBBORN STAIN... 


SOAK IT OUT SAFELY 


Pounding and rubbing stains is harmful to clothes, weak 


ens even heaviest fibers 


With Solvink stains disappear without pounding or 
rubbing. Solvink is a special formula spot remover that 
works with a penetrating action to remove stains in sec 
onds. Use it for ink, paint, blood or rust stains 

And Solvink is guaranteed sofe for all fabrics and fast 
olors when used according to easy directions 


One half pint set (2 solutions) $2.25. Also in econom 
cal pint, quart and galion sizes 


Order Solvink from your jobber or write N-7 for free 


sample 
Solvink Companion Products Will Help Build Profits, too 
* TANSOL—for Tannin Stains 
* GREENZYME—Digestant 
* IODASE—for lodine Stains 
* SIZ-IN—Hoatl Size 


GREENVILLE CHEMICAL COMPANY 
P. O. Box 1087 Greenville, $. C. 


4 ~ 


. J 
»© : — ‘ 
weeks S av ag 


watts 





have practic illy eliminated the Western Adds engineered weight distribution 


problem of moisture control in Washer-Extractor that reduce vibration and de pth 


drycleanin The new charge of foundation required. In many 


we Dri-Charge, for petroleum 


' 
olvent ind Perk-Charge, for cleaners present equipment can 
ynthetic olvent he 


installations, most of the dry 


utilized in connection with 
IL hee results of field testing the Western Fag 
ave shown, the company state Further details about both 


that both produ t the manual and automatic West 
OOD) ina lent result with ‘ ‘ ) ern | 
ire avail moisture ilded 


igle models ire “Liven in 


i 6-page }-~color brochure 
content remain 


y™ which can be obtained by writ 
e critical point . ing to Western Laundry Ma 
»p hrinka chinery ¢ ompany 120 F 10th 
St.. North Kansas City, Mo 
A simplified washer-extractor 
is now featured by Western 
Laundry Machinery Co. The Buckeye Sales Aids 
new combination is available 
in 70-pound and 120-pound ca 
pacitie for manual or fully 
tomatic operation 
The manufacturer states that 
the new Western “Eagk com 
bination is adaptable for use 
YOUR REQUEST ( with either the one solution or 
ad lower ‘ er os two-solution method ot opera 
for further information , tantial redu iin iv tion. It is pointed out that the 
will get quickest and n ’ washer runni my faster operating evcle of this 
d } M new combination plus tine 
‘ mplete attention : : 
wetcleaning kept , ived in shifting loads provides 


worthwhile inquiry when 
, | elimination « iD i reater production in less Hoor 
t's tt o yur letter 

ere isture ikin n pace than is required for the 
—— ‘ werage washer and extractor An array of merchandising 


For further in mn, wri Other features listed are aids, including a newly filmed 


Spix Product 191 | len larve-diametet two-pocket cvl one-minute television commer 
| 








St. Pittsbu nder: low center of gravity and ial, for drycleaners featuring 
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the Bus 
lint-free 
Is now i\ iilal ice 
J. R. Young 
the drycleaning 
Davies-Young 

The tele. 
which i iv 
Charge 


the 


keve Clean-Charge chandising aids can be 
| method from 
to F.O 

nage; of | h« 
sion of the through 


( ompany 


r.free” Davies-Young Soap ¢ 
Box 995, Dayton | 
film can be 

Davies - Young 
resentatives or through 


Daytor 


ording 
sales 1 
divi 
“x tj 
mercial, comp 


( le in 


throughout 


I my in 
lable to 

Irycleaner 
New Transfer Hamper 
State for 


U nite i nominal 


harge how frapni ily how 
methods 
leave | iW vitl i Stati 


ean-Charge 


normally di le Thithh 


un inti 
loth 
charge 
linging 
Good 

it Ap 
time 1s 

se"e onds 
which 


can us 


new  pilfer-proof 
proot dust-tight canva 
fer hamper has been announ 
by | I in 

The Hap pe 

the hamper is close 

he ivy duty 


When ure ed 


tabs meet at the 


Zipper 
zippers 


two 


obtained 


Ohio 

ordered 

rep 
the 


naw i two size 


trans 


tener 
the 


the 
o., with a single 
When the 


transit or is wheeled over rough 


and cal be secured 


lock or seal 


hampe I 


flap 


is in 


surfaces, garment hangers ar 


prevented trom 


shifting 


jumping 
bar that 


or 
by a retainer 
clamps down over the hanget 
rod. Garments hang full-length 
from = the rod and do _ not 
wrinkle or become soiled, a 
cording to the manufacturer 

Light 
ible the 


ind isily maneuvel 


hamper 1 


equippe d 


Vic Introduces New Still 





ri bob r tired 
ind ha 


was pull 


with four 5-inch 
ball-be ring caster 
reinforced cat 
The hampe 
wd, the ft 
spring teel rod, sick 
tom are of hea 
the bottom chassi 
wood 
The h 
bluse 
num color 
colored 
vit! 


Style 


two 
handle 
ot ply wi 


The Vic 
Company 
Model 66 
till for big 
cle ming tie ld 

The till 
ipregnated olvent from the 
vinyl plastic { 
74 1 


Cle 
ha 
in 
ill p ! 
white ilumi 


canva I itt 


tluminus l 


heavy 
tre 


’ 
Mioves 


ved 
work 
hv 


mony 


iti ha Hper cviiee iv mn 
Size | is 36 
6 inche 
high 18 inche 
inche wide and 64 
gh. These dimension 

nt 

further nto 

write W. By 


ot Pon thkeepsic 


inche 
ind 4 


vice 
ed Size , is with Vir 
vithetic 
nent 
Further 
had by 
Machine Co 


Ninn 


measure 
writing 
Lane & 


me % 


volume 
quickly 
reas 
towel 
ind 
Model 66 work 


dryck 


inform 


Machine 
introduced — it 
rallon-per-hour 
im the 


dry 


ren 
large mnount 
‘ und oil re 

uniform 
wiping rag 


in far 


mine 


capacity 


equip 


ition can be 
Vie Cleanin 
\finine ipoli 


REl | ABLE NEW, EXCLUSIVE STAR LINE PERFORMER! 


FIRST IN THE 


INDUSTRY! 


o 
insulated 


DUAL PURPOSE DRUM 


ECONOMICALLY PRICED 


$975°° 


Complete with A.C. motor 
Crating charge $15.00, 
F.0.8. Brooklyn, N. Y 


CLEANS ALL FURS THE FURRIERS WAY! 
CLEANS ORLON AND DYNEL PILE FABRIC COATS 
SUCH AS BORGANA AND SIMILAR FABRICS. 


HEADQUARTERS FOR A COMPLETE LINE OF 
FUR AND GARMENT STORAGE EQUIPMENT, 
FUR CLEANING AND GLAZING EQUIPMENT. 


RELIABLE MACHINE WORKS, INC. 
231 Eagle St., Brooklyn, N. Y. 


RELIABLE MACHINE WORKS, 
23) Eagle St, Brooklyn 277,N.Y 


INC. 


Gentlemen: Please send me information on the 


Firm Nome 
Nome 

Address 

City 

Jobber's Nome 


overs 


me 


“Special” Drum 
Fur Cleaning 


Fur Storage 


| 
| 








Hoffman Promotes Friedman ected ( dent Mr. Ferm has had 30 years tive capaciti He will be 
xperience in fur service. The playing a new role, as director 
fur service division of Haertel of the sales efforts of the entire 
Company will operate is a Se national distributor or 
laboratory for all matters per vanization 
taining to furs, including mer The name of Mr. Blackman’s 
handising of the facilities at new organization is Sec Clean 
leaner level ing Systems-National Distribu 
tor, with headquarters at 150 
Pine St Montclair, N. J. The 
Blackman Returns to Sec offices and warehouse facilities 
have been rie wly enlarged ind 
modernized 
Fifteen firms have been added 
to the tast-growing roster of 
Sec-o-matic Corporation Dis 
tributors who will be serviced 
by Mr. Blackman 
This « xpanded distributor or 
ganization is set to service the 
JOSEPH FRIEDMAN ead a director tin entire country with Sec equi 
ment, including the new line of 
See Versatile Systems manu 
factured by S« o-mati Cor 
poration, which is a division of 
the General Precision Equip 


ment Corporation 


Names Ferm New Sarco Representatives 
. CARL W. BLACKMAN 


H. I Simmons president ot 

il Blackman former Vict Sarco Company Ix has in 

Walter resident and sales manager of nounced the ippointment = of 
ipoli ‘ 0 matic ( Oorporation the following new sales re} 
loon fie ld N ] I back with resentatives for Sarco Com 
organization he served for pany In ind = Sarcotherm 


0) years in various execu Controls. In |. B. Lemmons 


DRYING 
CABINET 


you'll see why 

(ualitex 2-IN-ONE , 

PAD and COVER | 2-0 
leads the field PAD and COVER 








Qualitex 
2-IN-ONE 
PAD and eos 
COVER — 


COTTON NO 
PAD AND |'*r*? ee) NO | NO (NO $4.10 


one flannel 


COVER ond cover) 





























*This cost figure based on minimum four month guaranteed life of 
Qualitex 2-IN-ONE PAD and COVER for 42” press. You'll save even 
more because the ‘'2-IN-ONE" will actually last much longer 


The Qualitex '2-IN-ONE” is designed to deliver superior pressing at 6 
low cost. The pad is made of highly efficient insulating material, special 
Airfoam rubber covered with an Asbestall Press Cover. Ask your jobber 
to show you the revolutionary new Qualitex *'2-IN-ONE"’ this week Tell PMENT CO 
' 
Qualit roducts company 5760 West Grand Ave., HATFIELD, PA 
adn Chicago 39, iil. 
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aa! 20)! 
Almore Dyed”’ 


He dyeing Kame 
DYE HOUSE 7% “YO QEE 


[rsane com\ 
4412 WENTWORTH AVENUE + CHICAGO 9, ILLINOIS + LEON TEICHNER, PRESIDENT LEB, 
—— 


, 


Cx 1596 Madi 1 ve 0 Oo nit W } 1 ration n Carland ancl the the Mi 
phi Tenn.: Robert y | vil onn Brady public 
st : 2 | Unit Wasl ‘ er-ex Myr Mare 

0 ractor will cont ‘ , yu n nt 


Chrismer i ertified 
mwccountant hia been 
issociated with the rccountingd 
nental wil ‘ innune firm of Stover Butler ind 
in the Connecti lar . ley " ‘ Murphy ine 1946 Ih ha 
Braun, Ine will ' ‘ ‘ 


repre ented thi firm itt vucit 
‘ I h chet 
juipment Da ‘ 


ing Prosperity books for a num 


vivertising and ‘ pr wot ber of year Mir (Cchrismer 
It will also ser 


ent 


new dutic include upervision 


Chrismer Joins Prosperity of general accounting, interna 


dit mstrance cost 


. counting em il office 
Hoffman Acquires Company - 
‘ ti witiiinil 
The United State 
Machinery Corporatior ‘ 
ork N. ¥ ha purcl ised the 
Intercontinental Manufacturing Atlas Consolidates 
Dalla : 
Darco Operations 


Consolidation of all 
tivated carbon ¢ peratio 
' . Atlas Powder ( ompany 
nental val nm i witl ( , cal division ha breve 
man planned | ura } nounced by kdw ird ] 
ion and dive i ion oO Atlas vice-president re 
7 alr for « 
Prior 
olidation w i Atla it 
nsidered a abe ot functioned i separate cde 
issemb] HENRY G. CHRISMER partment of Atlas with a plant 
otfman present ‘ | Marshall le i ind ils 
uiquarters in New York Cit 
rly in March, the iles head 
quarter NOTE transferred to the 
Atla general office in Wil 
nington 
d All Darco sale 
he handled by 


July, 1955 








36” 


36” 








THE NEW GROSSAIR 


DELUXE PERK - CLAIMER 


OPEN-END TUMBLER 


Eee... 





for Every Purpose 


‘LOW PRICES... 


for Every Purse 








x 24” Size 


size 40-45 LB. 
size 60-70 LB. 


30 LB. 


CAPACITY 


$1250 


Complete—No Extras 


$1395 


Complete—No Extras 


$1750 


Complete—No Extras 


(F.0.B. Factory) 


CAPACITY 


CAPACITY 














GREATER SYNTHETIC SOLVENT RECLAIMING 
EXCLUSIVE NEW PIN-N-BUTTON TRAY 
TEMPERATURE DIAL THERMOMETER 


IN THE INDUSTRY 


HIGHEST DEODORIZING EFFICIENCY 
VAPOR-TIGHT LINT TRAP 


1 unique dual coil and continuous circulating 


the GROSSAIR PERK-CLAIMER reclaims 


38” x 36’ 
o 
o 
@ EXCLUSIVE 
@ FASTEST DRYING TIME 
. 
- 
@ MOISTURE SEPARATOR 
By 
system 
the 


solvent almost completely 


And its unique 


dual damper automatic system draws fresh air into 


the tumbler and discharges minute vapors safely 


through 
operator 


the 


AT REVOLI 


rear 


away from the unloading 
It's a revolutionary new development 
TIONARY LOW PRICES! 


Write, wire or phone for details nou 


MuHa 


MACHINERY CO., Inc. 
183 HALBERT ST 


192 Buffalo 14, N. Y 





Originators and Manufacturers of the World's Finest Dry Cleaning Equipment 


94 


department in Wilmington, with 


Dr. H. J. Fornwalt as group 
manager 
E. W. Harris, formerly Darco 


director of sales has been ap 
pointed a special representative 
in connection with Darco sales 
activities. He 
work out of New York City 

All communications 
ing sales ot 
to be 


ton 


will continue to 


re gard 
Darco carbons are 
directed to the Wilming 
Wil 


sales headquarters 


Del 


muington 


Green Joins Hoyt 





MARVIN H. GREEN 
Marvin Howell has 
joined Hoyt Manufacturing Cor 
Westport, Mass as 


vice-president in charge of sales 


Green 
poration 


it has been announced by Harry 
Hoyt 

Mr formerly a 
filiated for i lead 


ing manufacturer of drycleaning 


president 


Green was f 


27 years with 


ind laundry equipment. He has 


Buckeye Sales Meeting 


A two-day 


sales meeting 


comprehensive 
held April 
Ohio, for the 
drycleaning represen 
the 


Company 


was 
1-5 in 
Buckeve 
tatives of 
Soap 
meeting 


to the 


Dayton, 


Davies-Young 
The 
devoted 
promotion program cde 


spec ial 


was entirely 


veloped by the company for 
lint-free cling-free  dryclean 
ing. Special emphasis was placed 
on the consumer merchandis 


Backbone of the 


ing program 





trade 
tions and has served on govern- 


been active in associa- 
ment industry advisory commit- 


tees 


Bishop Cart Survey 


According to a recent sur 
vey conducted by G. H. Bishop 
Company, manufacturer of the 
newly de signed Bishop Clothes 

art, there are five reasons why 
the device increases production 


speed by 50 percent 


1) The marker can easily 
load marked garments on the 
clothes cart without bending 
or stooping, and speed the 
load to the cleaner, (2 The 
cleaner can load the washer 
faster and easier from the cart 
without stooping over to get 


and 
without carrying garments from 
a table (3) Evenly stacked 
cleaned clothes unloaded 
wrinkle-free from tumblers onto 
clothes cart. (4 Spotters work 
dire« tly the 
without stooping 


the garments from baskets 


are 


from cart and 


ind bending 
they lay garments back wrinkle 
free 5) work directly 


from the 


Pre sseTrs 


cart and do not have 


to reach into a basket of tan 
vled clothes 
The carts are adjustable for 


height of operators or for par 
ticular loads. They roll smooth 


ly on 5 inch neoprene swivel 
wheels. The carts are 45 inches 
high at the ends, 18 inches 
wide and 38 inches long. The 
cart’s platform is adjustabk 


from 23 to 35 inches 

For additional information 
write to G. H. Bishop Co., 1600 
Foster St., Evanston, Il 





program is a series of advertise 
ments appearing in Life Ladies 
Home Journal and Good House 
keeping 
J. R 


before 


sales 

the 
pointed out that these 
influenc Ing 


Young manager 


closing meeting 
rds wert 
millions ot persons 
cling tree 
To direct these 


to the 


in asking for lint-free 


cleaning pros 


pects drycleaner, exter 


sive merchandising aids have 


been produced whi h ure ay iil 
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ible through Buckeye 
technicians 

During the sessions, the rep 
resentatives wave detailed ex 
periences of indvidual cleaners 
in their respective territories 
Among the speakers were 
Ralph Chubb of Du Pont 
Harold Pete Ibaugh, owner 
of Select Cleaners Dayton 
Ohio; Wesley Sperr Fort Beg 
ley Laundry ind = =6- Cleaners 
Nashville enn Miss Myra 
Janco uivertising executive 
with Kuttner and Kuttner, Chi 
cago, and Dr. Ralf B. Truslet 
director of research tor Davies 
y ith 


North Promoted at Marlow 


ee 3 ae ¢ 





JOHN L. NORTH 

The appointment of John I 
Nort! i nanager of national 
wcount ha been announced 
by A. | Wood ile manaweys 
of the Marlow Pump Division 
of Bell & Gossett Company 

Mir. North has been associated 
with the ile department at 
Marlow for over two years and 
will now take full responsibility 
for those acc it ill over the 


United State 


sales Ross Receives Award 





ROY T 


ROSS 


Field technician Roy 7 
10-year 


June 1 in rec 


Koss 


received i crvice pin 


on ognition of 10 


ontinuous years of serving the 
drycleaning industry for R. R 
Street & Co. In 

Original headquarters for 
Mir. Re was in Washington 
ID. ¢ In recent vears he has 
vide his he idquarter in Phila 
delphia, where he urries the 
latest technological information 
ind service to plantownet p 
erating in southeastern Penn 
vivania ind outhern New 
Jersey 

Mr. Ro has brought plant 
owner in hi territor the 
modern technique s of the two 
bath method the extractor 
rinse proce ind the practic il 
ipplication of the electronic 
onductivits trol tint to 
plant operation 

K. KR. Street & ¢ Inc, point 
vit that it ha 14 other field 
technicians servicing the plant 
owners ot America without 
charge. Requests for hh seq 
ice may be given t ur job 
ber, or sent directly t kK. KR 
Street & Co li Hl \V 
Monroe St., Chica 6,1 


American Holds Four-Day Sales Meeting 





\ four day general sales 
weting wa recently held by 
The American I sundry Ma 
chinery ¢ npany at its general 
office and factor n Cincinnati 
f nearl Zin li t iles and 
ervice ! resentative trom 
the ( pa riot division 
and ubsidia 4] present 
vey dea } mber of 
t trie ! vn al ( 


July, 1955 


with Americal official und 
exccoutive 

The meetin Va ! lt 
round the theme of reative 
elling Th prowl placed 
emphasis on direct participa 
tion by all attending ile ind 
ervice per onnel 

A highlight of ti 
va i exte exhihit of 
‘ ' t «a 








Sales Promotion “Tips 


... For BERLOU Mothproofing Dealers 


You can increase business—and make more money—by 
advertising BERLOU by mail. 

This has been proven time by 
years of using direct mail to sell Berlou Mothproofing 

Every BERLOU GUARANTEED MOTHPROOFING dealer has at 
needs to conduct 
BERLOU provides 
smart-looking 


time after Berlou during 23 


successful direct 
copy 


inserts 


his disposal everything he 


mail advertising campaigns for sales 


proven direct mail letters and imprinted 
with your name and address 
be 


This form of advertising 


that extra business sent out 


periodically at a reasonable cost 


Mailings can bring in can 
has 
made thousands of dollars for many businesses in the past, and 
it is recognized as one of the best 
And while building 
for 


return 


it can moke money for you 
of advertising for small businesses 
profitable BERLOU MOTHPROOFING 
help you hold your 
those who drift away toward other shops 


ways 
business you, it 


back 


can 


present customers and to you 

In our 23 years of using direct mail to sell Berlou, we've hit 
on four rules that point the way to successful direct mail cam 
paigns 


Here they ore: 


1. Your list is important. Keep an up-to-date record of the 
names and addresses of your customers. They'll make up the 
biggest percentage of your business next year if you treat 
them right and send a few letters or cards to them 

2. Use a plan. Set a goal that you want to reach——wusing 
helpful, friendly letters or cards. And then stick to your plan 


3. Give your mailings time to work, True results can only be 


seen after several mailings 
4. Make a place in your advertising budget 
budget direct 


Set aside a por 


tion of for mail out 


pian 


your enough to carry your 


BERLOU IS PROFITABLE 


No other service you can offer in your shop has a better mar 
Berlou 
300 percent for many dealers 


gin of profit than Profits from Berlou run as 


high 200 to 


repeat item with 


Mothspray 
as And Berlou is a 
Berlou's Five-Year 
It's 


than 


sale year-round potential 


Guarantee in sell no wonder 


that 


writing makes Berlou easy to 


more professional mothproofers use Berlou any other 
product 

if you d like to know more about direct mail advertising for 
BERLOU GUARANTEED MOTHPROOFING 


vertising department and ask for Bulletin TP2Z3 


THE BERLOU MANUFACTURING COMPANY 
435 Monroe Street Marion, Ohio 


just write to our ad 


In Canada: 


The Berlou Company itd., London, Ontario, Canada 





Note: If you are not already a Berlou dealer, write for 
our interesting and informative booklet, ‘‘Berlou's 
Profit Builder Plan''——-NOW! It's FREE—and it will show 
you how to add EXTRA PROFITS to your business every 
day. Our dealers make as much as $5,000 to $10,000 
extra net profit each year. Use this coupon for con- 
venience. 











FILL OUT AND MAIL TODAY 


OKI 
| without obligation. 


| Firm: 


Send a Free copy of ‘‘Berlou's Profit Builder Pian’’ 


; Address: 


| City Zone State 














velopments in new equipment New Washex Distributor 
vith demonstration emphasiz 

ng benefits to users of th PEOPLE AND 
machines [here was a tour 
through the company Cincin 

nati factory and isits to inter PLACES 


esting installations of American 








equipment in several Cincinnati 
plant 
Throughout the four-day NORTH CENTRAL 

neeting there were visual pre 

entation including motion 

picture mad live kit panel 

diset on ond pecial clinic 

entatives and French-Glo Cleaners has opened Flair Drive-In Cleaners has a 

1 new drive-in at 19377 Liver- new modern plant located at 
nois, Detroit, Mich., in the 940 W. MeNichols Rd., High 

\ Livernois-Seven Mile Shopping land Park, Mich 


Summer Karpet-Kare Classes Center 


operations training classe , sanette and Dave Hockert have 
Karpet-Kare method of ARTHUR J. SANDERS Mr. and Mrs. James Strickland “ = TD Cle aners. 157 S$ 
have sold their drycleaning es Main, Nappanee, Ind. Mr 


‘ ining 
; . tablishment in Fort Recovery 
cheduled for June and Ihe appointment of Arthur Ohio. to Bob Hoving Hockert is an NID graduate 


Jul it the New York W are | Sanders aus its di tributor in 


house Training Laboratory, it the Southern California New equipment has been in- Construction has begun for the 
was announced by Lawrence B, has been announced by stalled ra Buffalo (Minn \Clean. establishment of Pirtle Cleaners 
Bli director of the Carpet Washex Machinery Ce ers. according to Kenneth Chatsworth, IIL, it has been an 
Cleaning Institute of Biglow- tion, Brooklyn 22, N. ¥ Ernesti. proprietor nounced by Mr. and Mrs. G. W 


Santord ¢ inpet Company Mr Sander who has had Pirtle 


cation carpet ¢ 


The four-day classes offer in- over 25 years experience in the Brothers Jack and Harry Booher 
tensive, practical instruction industry, will assist and service jaye opened Booher’s Dry Davis Cleaners, 1 S$, Dubuque 
The chedule of remaining plantowners with Washex con Cleaners, 903 Western Ave St.. lowa City, lowa, recently 
classe i july 11-14, 18-21 bination washer-extractors in- Connersville. Ind opened a second store at 111 S. 
5-28. Enrollment for each is luding the packaged “65” and Clinton St 
mmited to sight. Application 100" models and the new tub: Modern Cleaners has moved to 
can be made to ( irpet ¢ lean filter recently introduced a new building in Te utopolis Mr. and Mrs. R. Welzant have 


ing Institute 140 Madison He will be located at 375 [I Ralph Fulle and Robert opened Marce’s Cleaners in 
Ave., New York 16, N.Y Badillo, Covina, Calif Niehaus are the operators Willmar, Minn 


PUT IT on the Record! 


The simplest, most convenient way of keeping 
a list of your customers, their addresses, the or- 
ders they send in, the amount they pay... 


THE NO. 39 CLEANERS & DYERS RECORD FORM 


Provides space for recording this necessary information with mini- 
mum effort. Whether your plant is large or small, whether you 
prefer a bound volume or loose-leaf type, your needs will be an- 
swered by one of these three editions: 





No. 39 Sentor Recorp Boox—400 Pages (10,000 entries). 
Durably bound in heavy duck with leather covers........$ 


No. 39 Juntor Recorp Book—48 Pages (1,200 entries). 
Board covers, marbleized binding sof 

Loose Lear Brinper 

Loose Lear Sueers: 100 


250 


ALL PRICES — 
PREPAID 1000 


Send orders with remittance to: 


The NATIONAL CLEANER & DYER 


305 East 45th Street New York 17, N. Y. 
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BEAT THE SUMMER SLUMP 


You Can GET AND HOLD New 
Customers With The TERGIT- 
REE-DRAPE SYSTEM. 


The TERGIT-FOG AND SPOT 
TING SYSTEM practically elim 
inates wetcleaning and board spot 
ting, far beyond what is possible in 
machine cleaning with high de- 
tergent charge and use of an ex 
traordinary amount of water; be 
sides, it speeds production at lower 
cost and eliminates the hazards 
connected with using a lot of water 
in machine cleaning. TERGIT also 
contains a powerful yet harmless 
germicide and deodorant and it 
destroys perspiration and other 
odors without leaving an odor of 


its own 


The TERGIT-FOG AND SPOT 
TING SYSTEM can be taught to 


an inexperienced operator in a 


Shake Cleaners recently moved 
from First N. St. to new quar Minn 
ters in the Buenger Bldg. New 
Ulm, Minn. Mrs. Verda Prei 


singer is now the sole owner 


it Home Cleaner 


short time and can be used on all 
classes of materials except soft 
woolens and cellulose acetate vel 
vet, without shrinkage and with 


safety to colors and fibers 


The TERGIT-FOG AND RE 
SPOTTING SYSTEM is being 
used with great success by quick 
service plants as practically all 
garments go right through without 
the need of after-spotting, wet 
cleaning, or the necessity of re 


running. However, large produc 
tion plants usually prefer to run 
everything through drycleaning 
and then use the TERGIT-FOG 
AND SPOTTING SYSTEM on 
garments that need it, followed by 


re-running 


The TERGIT-FOG AND SPOT 
TING SYSTEM has been used in 
many drycleaning plants for sev 
eral years, which proves that it is 


barmington 


Benzol Cleaners, 113 E. First 
Ave Monmouth. Hl 1S 


unde I 


new management, it has been 


David Greenfield recently 
opened One Hour Martinizing 


land, Ohio 


One Hour Martinizing has been 
opened at 641 Broadw iV Lor 
by Melvin Milkovich 


Macy Rowe and Dick Lightle 
have purchased A. & M. Clean 
ers, Rockville, Ind. Mr. Rowe 
had been associated with the 
establishment for the past seven 
vears, and had managed it for 
18S months 


Harry 


Ryan 


Construction has begun for the 

establishment of West Point 

Cleaners, Ft. Madison. Iowa 

The pl unt will be oper ited by 
L oF 

Joe Welding een 


Moore 
Herman L. Spencer has re- 


opened Stutzman Dry Cleaners 
Whittlesey ind W Monroe 


Norwalk, Ohio at the 


thon 


Tom Watson has closed Morocco 
Ind.) Dry Cleaning and Press 
ing Shop on Clay St 


Ludvig 


innounced 
Harold Menely. Mrs. Lucas was 
it 4477 Rocky River Rd., Cleve the former 


iin, Ohio 


drvcl aning 


W iike " 


lowa to 


& Stork Cleaners, Ed- 
wardsville, 
construction of a new building 
ot the present loca 


by Mr und Mrs 


owner 


Swartz and May 


Nesheim has sold his the proprietor 


establishment in 


i hy ise d Ne wianhs 


Mr. and Mrs. Nick Gallucci are 117 N. Esplanade 
the new owners of DePew 


Dry Cleaners W King St Mr 
Ind 


and Mrs 
have pure ha ed i 
in Gunderson 

Grand Ave 
I! has announced 


Drive-In Cleaners 


lin St., Corsicana, Te 


Larson recently an 
nounced sale of hi drycle ining 


establishment in Waukon, lowa 


pened it 10222 


to Edw urd Laverman iro . bys 


Mrs, Coryell Bell has reopened 


Bell ¢ le mers Lenox Ik wa 
Grand 


cently 


Mr. and Mrs. Floyd Collette ville, Il 
new Schnoeker 


have installed equipment 


July, 1955 


0 


opening was held re 
Tri Cleaner Steel 


Mr. and Mrs. Earl 


new wher tion it 


ypened a branch 
12 S. Ce 


Esquire Cleaners, 1518 E. 12th, 
Oakland, Calif has 

branch in I iveTino;re 
Schwartz are 


opened i 


Matthew Miss Ella Morganroth, 
ot i] ital Cleaner 


Orville 


M. D. Hatley has openec 


One Hour Martinizing has been Ky jth The business 


Bell Cleaning and Laundry has 
pickup sta- dio, Calif. The firm is 


thoroughly practical, and it is an 
original development of Riverside 
Manufacturing Company, who 
guarantee results claimed for it 


Riverside recommend use of the 
TERGIT-FOG AND SPOTTING 
SYSTEM in connection with ma 
chine cleaning in solvent charged 
with 1% of Riverside’s SUPER 
SOLTEX and say that if the 
cleaner will also use Riverside’s 
REE-DRAPE dry size to impart 
new body, feel and finish to light 
weight garments particularly, he 
can do a job that will get and hold 
new customers for he will be selling 
benefits his customers can see and 
feel. Samples of TERGIT and 
REE-DRAPE with full details will 
Write 
Com 
Street, 


be supplied on request. 


Riverside Manufacturing 
pany, 4919 Connecticut 
St. Louis 9, Mo 


PAID ADVERTISEMENT 


weording to an 
( harle " S 


Prairie Dex 
imnouncement by 


A I Bell president 


Reseda (Calif.) Drive-In Clean 
ers has ope ned in its new loca 


owner tion at 18509 Valerio St., it was 


ha pur inoue d by Donald Ss hultz 
| tilor Shop 
Cuero, Tex 


One Hour Valet will move into 
1025 N. Central, Phoenix, Ariz 
according to an announcement 


Barnes 
' by Marvin White, president 


interest 


Cleaner on 
Lakeland 
Calif., from Sally Gunderson 


Helen and Lowell Paradis have 
opened Ihrifty Cleaners, 212 
W. Main, Barstow, ¢ alif 


Village 


1 Hatle 
“ , of Dent's Cleaners, located on W 


Main St., Henderson, Tex., ha 
heen sold by George Dent to 
W A. Willi jr and Jack 
will be un 


Colfas der the management of Mr 


Samuel D Keith 


Dependable Dry Cleaners has 
heen opened on Salton St In 
cowl d 


Grand by Leona and Ralph Frahm 





if You Use Water (and You Do) We Can Blvd., Los Angeles, Calif.. by Leonard Kessler, owner of Cul- 


r Vivan McDonald to Rose and ver Cleaners, recently held 
Cut Your Costs Way Down With Mike Zavodnik open house at his new location, 
9534 W Washington 3lvd 
The Lowest Talat) Herb Kahre is the new mana- Culver City, Calif 


ger of Donella Cleaners, 1235 


ACM PMS eid Me ae) leetiorme Blvd Haw: Work is under way at 2343 


thorne lif 19th St Lubbock, Tex. on a 


REGULATING VALVE new building for McGuire 
William Pottharst has sold Del me I operated by O. W 
Rav Cleaner Seasick Calif CN suire 


.. + under $40.00 to Beverly Stine 
Complete! Don and Barbara Messner re- 


Modern Dry Cleaners, Gunni- cently held a grand opening at 
Ss M Ti Ww on, Utah, has been purchased Duarte Calif Cleaners 1627 
aves Money, lime, Water— = jy Mir. and Mrs. Joseph C. E. Huntington Dr 
Pays for Itself in a Willardsen from Mr. and Mrs 


Few Weeks! Elmer Nielson Mr. and Mrs. Bob Yanger have 
announced plans for a new dry 

Easily regulated for any tem- Dutch Dry Cleaners has opened leaning plant on North St 
perature desired! n the Dutch Village Shopping Anderson, Calif. The business 
You need a Vic Water Tem Center at Woodruff and Orange will be called Custom Cleaners 
perature Regulating Valve on thorpe Ave Lakewood. Calif 
your present Still, Muck Re- rt agent het cm 
claimer, Solvent Saver and , 
Heat Exchanger. It eliminates tended sale of Becky's Cleaners 
need for constant checking 1836 S. Robertson Blvd Los 
once the control is set it main Angel Calif 
tains a constant woter tem- William F. Hoffman, operator and Abraham Bodenstein to 
perature within 3 degrees f Sun Valley Cleaners, San Eugene |. Kaufman 


. Rafael ( lif has yt chased 
For Synthetic and Petroleum 40 fj Cheancrs, 141 Tunstead 
, Jean and Doug Toy and Betty 


Plants \ve San Anselmo. Mr. Hoff nd Bud Brewer 
nan and his son, Robert, are 1 r at 
‘ eaners, LOF Chure 
WRITE FOR DETAILS — operating the two cleaning es Valet Cisaners, 100 2 von 
‘ hi] St (ras Valley ( alif have 
DEPT. NJ-118 . Hishments on a partnership noved to new and larger qu 
asi 


Seles ond Service in all Principal Cities ter it 421 S. Auburn St 


4 CLEANING MACHINE COMPANY 


EXPERIENCED SieCE 912 © MINNEAPOLUS 1 MIN 


weording to an announcement 


Notice has been filed of the in- 
lim Osborne ecretary 


treasurer 


bs Florence 


proprietors of 





iu 


Tina Espagnolle is back at Sau 
ilito (Calif.) Dry Cleaners, 218 
Caledonia St where she has 
iwain taken over operation of 


Albert Kinney has purchased 
Phillip’s Dry Cleaners, 1110 
Pearl St Boulder. Colo The 
) ess \ b oO s th 

the leaning establishment 1 vill e known a : 

Notice has been filed of the in 
Superior Cleaners, 410 N. Oak Earl Anderson has installed newt nded sale of Prospect Clean 
Ave Mineral Well Is he juipment it Paln Cleaner er 1701 Talmadge Los An 
- d to a new location at 212 Garnett. Kan veles, Calif., by Marguarite and 

Elmer Vinton to George Byssing 


Windmill Cleaners, 6632 S. 
Main, Houston, Tex., will open 
i drive-in branch on Main near 
Old Spanish Trail, owner Ed 
Kaufman has announced The 
Construction has begun on a Windmill chain at present num 

building at 103 N. 100° Ww, G. Myers has announced bers four stores 
St., Cedar City, Utah, t purchase of property at 200 N 
Notice has been filed of the in house New Method Cleanes Main, Belen, N. M.,. where he 
' ded ule f Baron Cleaner will house Society Cleaners named Holiday Cleaners, has 
160 S. La Brea Ave La Flair Stores, Inc has opened Present location is at 114 S.  pfeen opened in Woodland 
: Ann Gro i branch at 91503 Sherman Main Park. Colo... by Mrs. Fred Wet 

isten Wa Canoga Park, Calif laufer 
Mr. and Mrs. Leon Marchand 

W. Harden Haight has opened Notice has been filed of the in- recently celebrated the grand Construction has begun on a 
One Hour Martinizing at 510-B tended ile of McDonald pening of K & K Cleaners, 12 new building at 65 W. Center 
| St., Austin, Te Cleaners, 4571 W. Washington W. Oak, Lodi, Calif St.. Cedar City, Utah, to house 


A new cleaning establishment, 





f TAG-O-LECTRIC -o- : 
wm syromancractcounms | TAG" O- MATIC ne  oen | ma 
. The economy machine for tz 
Mekes, morks, power cloeners os, morks © ; 
raples temporery iden ~~ = rey — =. pr f he, , Th e 


tification tegs and orders 


sactins | concen) BT 


> Models adaptable te cll | ‘herecters i 
leundries and cleaning 


Phe svn mess ~~. Fonetes 00-0 ACH The Modern Steam Press 


nisson-aive (2) ey ee we with the Light Touch. 
MARKING MACHINE Tog-O-lectrics and Teg-O 
Clean, sherp, indelible - Matics. Ne. | and No.) sizes 


2 ribbenined marking No 


*% Easy Operation 
% Requires less floor space 
TAG-O-LECTRIC STAPLES %& Attractive, sturdy 


inking grief. Always z 
Rust resistant or rust proof Mode *% Beautiful Formica Table. 
ready for use ‘ o 


wre for free Boabets on remronany vorwnication HH NEW YORK PRESSING MACHINERY con 


TEXTILE MARKING MACHINE CO., Inc. OOo” 880 BROADWAY, NEW YORK 3, N. Y 
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One Hour Valet will move to a WwW h Scale 
35 N Cental, Phocan rie, Elid Weight Guessing with Nu- cig > 
it has been ann meced by Mar 


Elsie and John Fink have open- ~"" Sona, geese ECONOMY HANGING 
ed Puente (Calif.) Cleaners at SCALE $39.75 7) 


Main Si Notice has been filed of the in 
tended = of Won yh ind With Floor Stand add .$15.00 

-OVaN S eane! 2905 S t 
Harold MeGee has installed ern Av Li Angele Calif The Basket alone 22.00 
ew equi ent in Wonde rland by Palma Govan to Willia The Scale alone 18.00 


Cleaners, Mt. Shasta, Calif Jone 

Popular and ideal basket-scale 
for selling service by weight 
Approved by Dept. of Weights 
and Measures. Capacity up to 


100 Ibs 


STANDARD SCALE 
BASKET $69.50 


One Hour Cleaners has opened Mitchell Cleaners has been 6” a 36° 
n the Hotel Madison Bldg. on moved to a new location at 309 . gouge 
Uni St Madisonville Ky. N. Woodland Blvd DeLand ’ ik comniehtin atacile tnt 

t ized by John Fla The business is owned by . 
Harry Mitchell 1 ; 4 Capacity 60 Ibs. Scale and 


basket mounted on steel 


x 32” heavy 


stee! wire basket 


M Yarrington has an- Sam Messner recently held " ¥, ’ carriage with 3° ball bear 
ed that he has purchased open house at 60 Minut ing casters. Weight figures 
n interest in Dura Cleaners, Cleaner 2300 Ninth St N 
OS W. King St.. St. Augustine St. Petersburg, Fla. Mr. Me 
ind has taken over com- ner has two other plants lo C 
the busi cated at 2000 Central Ave ind . without stooping 
720 Fourth St N 


are reflected in magnifying 


mirror and plainly visible 


From your jobber 


or write direct. 
"| d 


Mrs. Kathleen Gentry has in- Modern Cleaners has been 


talled new equipment in Fer- moved to a new location on Send for our 1955 Catalogue 
andina Fla | Cleaners, Penna Ave Dunnellon Fla 


3827 San F do Rd., 
—— Marshall’ ( wane sik ie NEWHOUSE co. Stendahed, ealiiasaiie. 





Kraus Cleaners has opened a 
sate Ss > F 
a bine ot bee Ot Caen, wood orrell has pur 


I 1 | Dry Cl THE 
land Mk mphi iv nn it was chase¢ CcTie I mane 


nnounced by H. W. Lawless, 0" N. Maysville St., Mt. Ster fl =MIRACLE SPOTTER 


Ir., general manager, The main 


it 726 Mad 





Jilly Cleaners has been opened Are you worried with spots getting before 

ecentls \ m \ . 

— Te ee socent by Mr a 4 in your eyes, then you need Chaser 
purchased the newly re rone Blvd... Tyron An all purpose steam spotter that is safe to all colors 
r ot led and modernized dry and fabrics that water will not harm, If it is blood, ink 
leaning plant at 852 W. Capi ; mercurochrome, tannin type stains, grass, milk, ice 
Jackson, Mi Robert Burris has acquired an cream, and a number of others, your best bet is Chaser 
interest in Tamiami Cleaner 
and Laundry. 427 12th St.. W Guaranteed satisfactory or your money back. 
One Hour Martinizing, 422 Bradenton, Fla. The service ha 
Northwood Rd West Palm been owned and operated by 


Be - Fla ‘ been spenes . . ' re ~ a n and \ M DELLO PROOUCTS COM PANY 
ry Jonald enderghast ane teele I who als wh the 


\I Anne R. Phillip Bradenton Laundr 
ie , ' 1109-11 First Street, Lanett, Alabama 


Order from your jobber or write direct. 











GAS BOILERS OIL BOILERS 


Vertical tubular Vertical tubular 
Vertical flueless Vertical flueless 
Portable horizontal Portable horizontal 


Fully automatic units including boiler feed or complete 
return systems. All boilers ASME Code & National Board. 


38th Year 
Over 10 sq. ft. heating surface per H. P. all sizes of HRT's. 


P. M. Lattner Mfg. Co. Cedar Rapids, lowa 


Deaiers & Distributors most everywhere 
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a Garments 
~< Household Goods 
Rugs 


DYED—RESHAPED—PRESSED 


go gt 


Let us tell you about our 100% finished dyeing serv- 
ice that enables you to hand over to your customer 
a dyed item all ready to use. Here are profits for 


you with no more effort than licking a postage stamp. 





Styling, gadgets and gim tions 


micks may 


That's why we're 
sure that if you carefully 
examine al/ the facts you'll 
choose a Leffel Scotch 
Type Boiler. Drop us a 
line; we'll be glad to give 
you the complete details 


Dept. CD 
JAMES LEFFEL & CO. oicticid, Ohio 


help sell auto 
mobiles. But a boiler is a 
long investment; 
reliable performance, low 
operating costs and long 
life are the vital considera 


time 


SAVE TIME & MONEY 


with MEW 
TWIST 
PINS 


FASTEN SHANK BUTTONS 


QUICKLY . .. WITHOUT TIME-CONSUMING SEWING! 


WRITE FOR FREE SAMPLES! 
WILLIAM PRYM, INC, 


Dayville, Connecticut 





NORTH EAS 


Dunrite Cleaners, 488 $8. Broad- 
way Yonke rs, N y . has hee nh 
remodeled and new e¢ uipment 
has been installed. Phi ip Stern 


is the proprietor 


Taft Cleaners of Irvington, 
N. J., has opened its ninety 
fifth branch unit, at 986 Spring 
field Ave 


Max Silverman, 
itor of the 
Hotel Taft 


former oper- 
Valet Shop in the 
New Haven, Conn., 


has opened United Tailoring 
ind Dry Cleaning, 491 Howe 
Ave Ansonia, Conn 

Cornell Cleaners, Inc., 218 


Park Ave Rutherford, N. J., 
recently held its grand opening 
Herman Kaye is enselhy ma of 
the corporation 


Edward A, Miller has opened 
Miller's Cleaners in the Croton 
Ave. Shopping Center, Ossin 
ing, N. Y 

Superior Cleansers & Dyers, 


Inc., Chandler and June Sts., 
Worcester, Mass., has been sold 
to Superior Cleansers and Fur 
riers, Inc. Mitchell B. Forzley, 
who has operated Grafton 
Square Automatic Laundry, 
314 Grafton St., heads the pur 
chasing corporation 


E. Stuart Gutten is opening 
Capitol Cleaners, 140 S, Gov 


ermors Ave., Dover, Del 


One Hour Martinizing was 
opened recently at 945 Water 
St Meadville Pa. by Ben 
Skasik 


Jet Drive-In Cleaners and Shirt 
Laundry held its grand open 

ing recently at Palisade Ave 

and S. Van Brunt St., Engle 

wood, N. J. Jet operates an 

other establishment at 550 
Broad Ave., Ridgefield 


George Tutonis has opened 
One Hour Martinizing at 1044 
Market St., Wheeling, W. Va. 


Grand opening of D. & T. 
Cleaners was held recently at 
323 Grand St., Paterson, N. J. 
Mrs. Teresa Fusco and Dom 
ink k \ olponi are the owners 


Jack Marsh is opening Jack's 


Dry Cleaning, Dover, Dela 
ware 
John Vogliano has purchased 


Joe and Sophia’s Cleaners and 





T 





Dyers, 714 Mill St., Bridgeville 
Pa. The business will be known 
as \ ons ( le aners. 


Dave's Dry Cleaning and Laun- 
dry was opened recently on 
Route 422, Kittanning, Pa. The 
plant is owned by Dave Lena- 
vitt in association with his sons, 


Gerald and Jack 


A certificate of 


has bee n 


incorporation 
issued to Capitol 
Cleaners Corp., 1044 Market 
St., Huntington, W. Va. In 
corporators are George Titonis, 
Albert ¢ Joseph and Frank 
Renzi 


Ivy Cleaners and Tailors has 


been opened at 509 Millburn 
Ave., Millburn, N. J., by George 
Colavito and Sammy Milici 


Unique French Cleaners, 1463 


Rockaway Pkwy., Brooklyn 
N. Y., recently held a grand 
opening 

Gust and Kathleen Kefalos, 


brother and sister, have opened 


Joni Michaels Cleaners, 146 
Alle ah ny Rive r Blvd \ erona 
Pa 


One Hour Martinizing has been 
opened at 4225 Third Ave., 
New York, N. Y., by Hyvee 


Fre Tit h Ch anetTs Inc 


Fred and Carl Ortloff have an- 
nounced the opening of their 
new drive-in at Saranac Ave 
and West Valley Rd., Lake 
Placid, N. Y 


E. M. Weitzner, who was re- 
cently separated from the U.S 
Army, has opened Valley 
Cleaners at 59 E. Main St., 
Little Falls, NX ] 


Par Drive-In Cleaners has been 
opened at 144 N. Main St., 
Waterbury, Conn 


Jenny and Nadir Rago have 
filed a certificate for the con 
duct of Varga Dry Cleaners, 20 
Rumbaugh Ave., Mt. Pleasant, 
Pa 


Walter Sigal has opened the 
Dry Cleaning Shop, 4735 Sec 
ond Ave., Hazelwood, Pa., for 
merly occupied by Ed Schwa 
ger 


A new drycleaning establish- 
ment has been opened by Gur- 
ino Notarianni at 400 Center 
St.. Johnsonburg, Pa 
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REPLACE MOTH or 
. - 
BURNED HOLES in fabrics 
* * 
with matching materials 
ai ae co | by the NELSONATING 
elvin rustaison is the new ) is now operating the 
owner of Nifty Cleaners in Minto plant. The late Mr. Be PROCESS 
Langdon, N. D., having pur- liveau had just opened the PATENT APPLIED FOR 
chased the busine from Lyle Minto plant several davs before 
Flack he died in an automobile ccl 
dent 
Mr. and Mrs. A. A. Williams 
have purchased the cleaning Mrs. Ferne McClatchey has an- This wonderful new 


establishment formerly owned nounced the purchase of Mod 


, method replaces dam 
by Joe ( raharme it Browns ern ( le mers I ifth ind Adams -_ P 




















ville, Ore Camas, Wash aged areas in fabrics with BEFORE 
matching materials up to 
Mrs. Edwin Darby has pur- One Hour Martinizing has been $4 
= - at t 

chased Naches (Wash.) Clean- opened at 15% Fourth St G inch at 51 to 53 per 
ers from Mrs. Lanora Arm- Great Falls, Mont., by Chester hole 
trong. Mrs. Armstrong will re A. Bittle 
nain with the fir AFTER 

Construction of a new drive-in 
George White has purchased drycleaning plant has been an FRANCHISES AV AILABLE 
Vallee Cleaner Plentywood, nounced by Lee Cleaners. The Dry Cleaners ¢* Tailors © Reweavers 
Mont., from Dick Davi new plant will be located on Use this wonderful new mechanical method on your own 

Sixth St. between Fremont and premises. Write for a Franchise which includes the loan 
Ralph I iw Main. Riverton, Wy of a fully equipped NELSONATING unit with complete 
a'p ‘1 hel I % ~ Brown step-by-step illustrated instructions that will enable you to 
recently held ope n house at : make NELSONATING repairs quickly and very profit 
Browns Drive-In Cleaners, W American Cleaners and Dyers, ably 
lath St. at Western Ave., Sioux Inc., 331 N. Callow Ave., Brem An additional income of $50 a day can be realized from 
Fall S. D. The business was erton, Wash., has been bought this new . 

§ process 

tarted in 1900 by Gordon Lanham from Mr : ; 

nd Mrs. Charles L. Beatty Write for Franchise costing $30—or send for free information. 
Lolenzo Poe has opened Poe M E L b o N A T 4 Pa G 
ind Son, Cleaner it 5 N. A branch office of Pinehurst 22 PEARL ST. UTICA 2, NEW YORK 
Russell St Portland, Ore Cleaners has been opened it 

3713 Broadway, Everett, Wash 

owner Harold Caudle has an ‘ 
r. S. Boyd has announced that pounced He idquarters of the yA 
construction has begun on @ hysiness is at 1700 Madison Lut. , . 
new building for Valley Clean Ave a i | E | {i 
ers on Fourth St., Elma, Wash | aN § asiest to Insta 

> | WJ 
, Lan 5 a C 
Construction of a plant to house 7 


a < 
has } le Jol In Cl x > Le A 
Announcement has been made Johannsen Jrive-In Cleaner » g ¢ 
by Mrs. A. J. Beliveau that is under way at Park and Maple < / : \ nyone 
Quality Cleaner Walhalla, St Lebanon, Ore A fp. — 
SY) 4 cy Can Do It! 


DOMINION of CANADA 





TIME SAVERS 
PRE-ENGINEERED 


“HI-SPEED’ RAIL FITTINGS 


Society Cleaners, Ltd., 10 Prin- ers & Laundry Ltd., Prince > Ve er 

cipal St St. Laurent, Que in Kupert Bb. ¢ ha been an . ’ ALES A AS LOWAS 7p 

talled new equipment nounced by Hugo Kraupner J foot 
L 


i ’ 
proprietor ah Geach we 
Frank's Cleaners & Tailors has f Economical Conveyer Sys 
been opened in St. Pierre, Man., New drycleaning equipment has ; tom fer transporting ger 
by Frank Novak d Walter been installed in the Kite-Way | ments within your Plant 
Cisska Drycleaning plant Charlotte / 
town, P. E. I TIME-SAVERS 





Barge’s Cleaners has been op 97 Waimst %., Montclair, M. 4. 

















Buber hin 





ened in the new Northgate Top Hat Cleaners has opened este GENTLEMEN Piease send without 
Shopping Centre Sarnia, Ont in a new location on King St ap vee” My le gaa 
Beamsville, Ont. Claude Roland | \ FITTINGS 4 
John Simpson has taken over ! the proprietor NAME s 
management of the Redwater : 
om « ~ eniee Aka or Shelburne (N. 8.) Dry Cleaners TIME SAVE R$, INC wae ' 
ee os ha opened in the Grovestine 3 #3 9° waimut sreser ' 
Bldg. on Water St Th I lant STATE U 
4 $40,000 program of expan- is operated by K. Stuart Rhod sen Rag alec ' 


NAME OF JOBBER 


ion to the plant f Ideal Clean enizer See ee eee eee 
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ie FORALL FABRICS? 


THE ONLY GRID PLATE 


THAT NEEDS NO 


Bivid-m *, 
4 


AT NO 
PREMIUM 
PRICE! 











GROSS STAR PLATES ARE BETTER! 


NOT $30 * NO LINER NEEDED 
NOT $25 © FREE FROM BURRS 
NOT $20 | «© 90% FREE FROM “NICKEL” MARKS 
But the same * MAINTAINS PROPER HEAT 
LOW PRICE * GIVES A SOLID CREASE 
* NEED NO REINFORCING 
'y $14.85 | « avoiws swine On cLomwes 
(up te 46”) * ACID TREATED SURFACE 
Over 46”, $19.25 | © 35% HARDER SURFACE 
Mushroom, $11.00 | ® WON'T CRACK, BUCKLE, BEND, DENT OR WEAR THIN 
From * MORE AND MORE CUSTOMERS USING GROSS STAR 
Your Jobber GRid PLATES 





COSTS LESS-—LASTS LONGER THAN ORDINARY PLATES 





GRoss STAR GRID PLATE: for Getter P 











BOCK 
EXTRACTOR 


insist On A Bock 
and 
You Will Have The Best 
We have made Extractors 
Exclusively For 35 Years 





Sizes 15” 17” 


BOCK LAUNDRY MACHINE CO. 


TOLEDO 2, OHIO 


20” 




















for Thirty-nine Years 








“Does your insurance pay you dividends?”’ 


NATIONAL INDEMNITY EXCHANGE 
NATIONAL FIRE INSURANCE EXCHANGE 


3820 Washington Boulevard, St. Louis 8, Missouri 


102 





Mr. and Mrs. Jack De Hoey New storage equipment has 
have purchased the Thames- been installed in an addition 
ville (Ont.) Dry Cleaning busi- built at the rear of Quinte 


ness from Mr. and Mrs. John Cleaners plant on Quinte St., 

Drlicka Trenton, Ont. Howard G. Aziz 
is the owner 

Lowry and Company Dry 


Cleaners and Shirt Laundry has John Smaha of Terrace (B. C.) 


been opened at Seventh St., Dry Cleaners recently installed 
S. W., and Gershaw Dr., Medi- additional equipment 
cine Hat, Alta. Vee Lowry is 


the yoprietor . . 
. ; Alexandria (Ont.) Cleaners and 


Dyers has taken over additional 
New drycleaning equipment has space, and now occupies the 
installed at Daigneault entire street floor of its build 
Cleaners, 213 Montreal Rd., ing on Catherine St. Roland 
Cornwall, Ont Brisson is the proprietor 


heen 


OBITUARIES 





Elijah Barber, 60, owner of B and B Cleaners and Pressers 
Logan, West Virginia, died on April 10. Surviving are his 
wife, a son and a daughter. 

Leo A. Bietz, 64, former operator of Imperial Dry Cleaning 
Co., Kent, Ohio, died recently. 
operated his drycleaning firm until January 1, 
closed the business. Mr. Bietz was commander of Portage 
Post 496, Kent American Legion, 
of the Ohio American Legion. 


Also postmaster in Kent, he 
when he 


and was vice commander 


Joseph Bindokas, 73, who operated Formal Dry Cleaning 


Co., Cleveland, Ohio, with two of his sons, died May 10 
after a long illness. Mr. Bindokas was vice-president and a 
director of the Superior Savings & Loan Co, for 25 years. 
He is survived by his wife, a daughter and five sons 


Daniel T. Cameron, 77, 
Ltd., Nova 


was an enthusiastic 


operator of D. T. Cameron & Sons 
Scotia, died May 20. Mr. ¢ 
sportsman, and a charter 
and Kiwanis Club. 
and five children 


Svdney ameron 
member of 
the Knights of Columbus Among his 


survivors are his wife 
Everett Dickerson, 37, 
Granite City, Illinois, died recently. 
and three 


proprietor of East Side Cleaners 
Surviving are his wife 


sons 


Max B. Grossman, 45, operator of Hoffman Dry Cleaning 
Co., Barberton, Ohio, and Jiffy One-Hour Cleaners, Akron 
after a short illness. He was a member of the 
Chamber His 
and two daughters. 


died recently 
Barberton 
his wife 


of Commerce SuUrVIVOTS if lude 


Nathan Hersh, former Minneapolis drycleaning plant oper- 


ator, died recently in Phoenix, Arizona. Among his sur- 
vivors are his wife, six children, nine grandchildren and 
three great grandchildren 


William Homer Hewitt, 67, production manager for Iden- 
tification, Ine., Chicago, Illinois, May 17. Mr 
Hewitt joined Identification when the company first began 
to produce marking tags, and he developed several mark- 
ing methods during his six vears with the firm. Mr. Hewitt 
is survived by his wife 


died on 


and two daughters 


Raymond S. Himelright, 55, owner of a drycleaning estab- 
lishment in West Chester, died at his home 
on March 30. Mr. leader in West 


Pennsylvania, 


Himelright was a civic 
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Che ster. ind be longed to the Elks Surviving areé his wife 


ind a son 
Walker D. Howard, Sr.., 
Laundry, St 


Howard was 


folk, Virginia 


63, owner of Howard Cleaners anc 
Florida, died on April 6. Mz: 
Ruth Lodge F&AM in Nor 


his survivors are his wite 


Pete rsburg 
a member of the 
Among and a son 
Isadore Kabakoff, 64 
Co., Aurora, Indiana 
of a heart attack. M1 
the Elks and Oola 


wife and two sons 


proprietor of Kabakoff Dry Cleaning 
Ohio, died April 9 
Kabakoft was a member of the Masons 
Khan Grotto 


and Cincinnati 


His survivors include his 


Fred Kaufman. former co-owner of Advance Cleaners 


Bloomington. Ill, died recently. Mr. Kaufman sold his in 
terest in the cleaning firm to his partner January 1. Survis 


ing are his wife and daughte1 


Morris Landman, 67, founder of Nortown Cleaners an 
Dvers ( hicago Illinois died recently Mi Landman Was 
a member of the Howard Avenue Chamber of Commerce 


Surviving are his wife and four children 
Patrick McCashin, 42, partner in My 
Saskatchewan, died recently. M1 
Knights of Columbus 


and two sons 


W ardrobe 
Mc( 


Survivors 


Cleaners 
Regina ishin was a 
member of the include his 


wile 


Earnest G. Orr, 64 
Kentucky, died 


include his wife 


owner of Orr's Dry Cleaners 
April 13 of a heart 


and i sot 


Covington 


attack, His 


survivors 


Hyman Ritz, 62, owner of Ritz Cleaners, Westwood, Cal 
ifornia, died April 11. He was a member of the Masonic 
Order, the Santa Monica Shrine Club Veterans of 


Foreign Wars. Surviving are his wife and daughter 


and 


Haig Sheklian, 63, operator of 
New Jersey, for the died 
recently of a heart attack. He had for 25 vears been a 
partner in S & Z Cleaners, Union City. Among 


are his wife 


a drvcleaning establishment 


in Englewood past four vears 
his survivors 


and two children 


MEETINGS SCHEDULED 





August 12, 13 and 
Alumni Society, 
Washington, D. ¢ 


14—National Institute of Drycleaning 
Back Home Day. Shoreham Hotel 


October 21, 22 and 23—Ohio Stat: 
and en rs, Annual ¢ 


Cincinnati 


if ( le mers 
Sheraton-Gibson Hotel 


Association « 


onvention 


October 28 and 29—Kentucky State Laundry and Cleaners 


Association, Annual Convention, Phoenix Hotel, Lex 
ington 
October 28, 29 and 30—Pennsylvania Association of Dyers 


and Cleaners Annual Convention Abraham Lincoln 


Hotel Reading 
November 18, 19 
ing, Annual 


Philade Iphi i 


and 20—American Institute of Launder- 


Convention Philadelphia Auditorium 


July, 1955 















It goes hand-in-hand with 
quality drycleaning... 


5 Si COLOR 
EING z 
Ls 





MM 1 
lec DYEING 


for GARMENTS - RUGS - HOUSEHOLD FURNISHINGS 


en Also .. . SUEDE and LEATHER CLEANING, 
SEMI-FINISHED GLOVE CLEANING, REWEAVING, FLAME- 
or 

FINISHED-TO-FIT PROOFING, SHOWERPROOFING (send 
SERVICE everything in same bundle with dyework) 

Write for trade price list, marking and mailing supplies Moil-Order 
“Supermarket” |= 

TRU COLOR DYE WORKS, INC. | oSicin. 

Services 


24-47 44th St., Long Island City 3, N. Y. 


ONTARIO 
STEAM BOILERS 


POWER STATION EFFICIENCY 
IN SMALL SIZE BOILERS 

© Complete, ready to install 

© Automatic operation 

© Quick steam up to boiler capacity 

© Low cost steam 

© Simplest maintenance 


1% to 20 hp — Gas, Oil or Coal 4 
15 to 140 psi 





WIRE OR WRITE FOR FULL INFORMATION 


ol ag Viilewi ie), Bb’ fe) 1. ¢- mia Ae 


BUILDERS OF ONTARIO BOILERS SINCE 1892 


THERMOTEX 


Out 


The Miracle Cover Cloth. Outweors— 


~Outfinishes All Other Press Cover 
Cloth. Proved Best On Thousands 
Of Laundry & Dry Cleaning 


lasts 


Presses Outlasting 
Next Best Cover 
Cloth 


Order from 
H. KOHNSTAMM & CO., INC 
83-93 Park Place, New York 7, N 
11.19 E 
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NATIONAL MARKET PLACE 


Where Buyers and Sellers Meet 














10¢ @ word for the first insertion and 8¢ a word for each subsequent, 
consecutive insertion of the same ad. Advertisements set in capitals 
or bold face type 15¢ a word, first insertion; 10¢ a word for subse- 
quent, consecutive insertion. Minimum charge—$2.00 (new or repeot). 
Help Wanted and Situations Wanted ads 5¢ ao word for first inser 
tion, 4¢ @ word for each subsequent, consecutive insertion of same od. 
Minimum charge—$1.00 (new or repeat). Capitals or bold face type 
double these rates. 


Add five words if answers are to come to a box number to be for- 
worded by us. 

Be sure to write your copy, name and address plainly. 

Advertisements in this department must be in our hands NOT LATER 
THAN THE 12th OF THE PRECEDING MONTH. 

Cash must accompany all orders for advertisements in our classified 
columns. No book accounts can be opened, as the low charge made 
does not permit this expense. 





Mail Your Replies to Box Numbers to National Cleaner & Dyer, 305 E. 45th St., New York 17, N.Y. 








CLEANING PLANTS FOR SALE 


CLEANING PLANTS FOR SALE (Cont'd) 





TO BUY OR SELL A LAUNDRY, DRYCLEANING OR RUG CLEANING 
BUSINESS IN NEW YORK, NEW JERSEY, CONNECTICUT OR PENNSYL- 
VANIA, CONTACT RICHARD J. MULLER, Lic. Broker, 69-16 184th 5St., 
Jamaica 3, N. Y. REpublic 9-3016. 5814-2 


For Sale—leundries, drycleaning plants, rug cleaning plants in Metro 
politen N. Y. C. area, Westchester, New Jersey, Connecticut, Penney! 
vania. If interested in buying or selling, contact J. B. KANDEL, 131-39 
2eeTH STREET, LAURELTON, LONG ISLAND, NEW YORK. PHONE: 
LAURELTON 6-3291. 4648-2 


SOUTHERN MICHIGAN 
Gross sales $19,000, all cash-and carry. Small down payment, easy terms 


ADDRESS, Box 7339, NATIONAL CLEANER & DYER. 2 


POMONA, CALIFORNIA. RETAIL, WHOLESALE CLEANING PLANT 
AND REAL ESTATE. DOWNTOWN LOCATION, LARGE PARKING LOT, 
DRIVE-IN CALL OFFICE. 3300 MODERN MASONRY BUILDING. DOU- 
BLE 140F HOFFMAN CLEANING UNIT, 6 HOFFMAN PRESSES, 3 SILK 
UNITS, 3 STEAM SPOT BOARDS, 25 H.P. BOILER, AIR VACUUM, 
COMPLETE IN EVERY DETAIL WITH $150,000 PER YEAR CAPACITY. 
2 ROUTES, 5 WHOLESALE ACCOUNTS. $50,000, ONE-HALF CASH. 
R. L. HART, 393 W. HOLT, POMONA, CALIF. 7340-2 


COMPLETELY EQUIPPED SOLVENT PLANT IN A FAST GROWING 
AREA OF SOUTHERN CALIFORNIA. CORNER LOCATION, OFF-THE- 
STREET PARKING. VOLUME $130,000 A YEAR. 2 LARGE CALL OF- 
FICES. $15,000 DOWN. ADDRESS, Box 7341, NATIONAL CLEANER & 


fully equipped solvent plant and building 


DYER 2 
TOP VALUE Capital District New York State wholesale and retail plant, 
fully equipped including building. Current profit $12,000 to $15,000 
yearly. Price $17,000. ADDRESS, Box 7342, NATIONAL CLEANER & 
DYER 2 
Drycleaner grossing $16,000 annually at real high prices, Montana 
Extremely well equipped, only drycleaner in town, Owner has new 
motel and will sacrifice for quick sale, half down handles, terms to 
suit on balance. Best buy we have had in years. Information and free 
photos mailed, no obligation. C-5068, Continental, 604 Grand, Kansas 
City, Missouri 7343-2 
Cleaning plant for sale at Belleville, Kansas. Population 3600. Send 
inquiries to Walter Kump, owner, Orleans, Nebraska 7344-2 
SEATTLE, WASHINGTON. Modern, complete cleaning plant serving 
university and area. Ideal for partners or couple. Good lease and 


profits. $16,500 terms. CASH TALKS. ADDRESS, Box 7345, NATIONAL 
CLEANER & DYER. 2 


NEWARK, N. J. Long-established solvent plant. Fully equipped, gross 
ing $1,000 weekly. Full price $6,500. ADDRESS, Box 7346, NATIONAL 
CLEANER & DYER. 2 


STODDARD SOLVENT PLANT. CHICAGO NORTH SHORE SOCIALLY 
CONSCIOUS WHITE-COLLAR SUBURB. Two owners in 35 years. No 
sales, established charge accounts 1950, cash-and-carry price 
$1.30, $1.65 delivered. One retail and one combination retail-wholesale 
route, plus extra truck for expansion. New suburb stop opened this 


Since 


year. Sales 1954 retail $60,000 plus. This year much better, will hit 
$60,000 plus. Good dye and paid tailoring account. Well-trained help 
will stay. Plant in good operating condition, Suitable for partners or 
couple. Boiler insured until 1957. HUGE INCREASE IN WHOLESALE 


“Xk CAN BE HANDLED BY CLEANING ROOM. It's a dream—cost over 
$15,000 less than year ago. New automatic combination 
tractor, 5M filter, new tanks, stills, pumps, etc 


washer-ex 
Can handle over $5,000 
Have $300 weekly wholesale now—just 
started—bu!l disagreement between partners on expansion of wholesale 
is forcing sacrifice of this well-established plant. Sale price $55,000— 
$30,000 cash, balance on easy terms. ADDRESS, Box 7347, NATIONAL 
CLEANER & DYER. 2 


weekly af no extra labor cost 
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DRYCLEANING PLANT, WASHINGTON, D. C. GROSSED $95,000 IN 1954. 
LOW RENT. LONG LEASE IF DESIRED. ESTABLISHED OVER 15 YEARS. 
$50,000. ONE THIRD DOWN. IN REPLY, PLEASE GIVE ME FINANCIAL 
REFERENCES. BUSINESS CAN AND SHOULD BE EXPANDED IMMEDI- 
ATELY. NETTED $1,099.80 PROFIT IN MARCH. FIRST QUARTER OF 
‘SS WAS $1,125.40 GROSS AHEAD OF ‘54. ADDRESS, Box 7228, 
NATIONAL CLEANER & DYER. -2 


SMALL MODERN synthetic plant in smog-free Ventura, Calif. Retail, all 
cash-and-carry. New Vic unit. $1.25 prices, 1954 gross $16,000 plus, long 
established, down town, in fast growing county seat, center of agri- 
culture and oil activity. 3 year lease available. Ideal for couple. Present 
owner in ill health. Opal Fort Cleaners, 48-50 So. Chestnut St., Ventura, 
Calif 7314-2 


Central Illinois. Solvent plant with five stores, all good locations includ 
ing shopping center, for sale. Weekly average now $2,000 and growing 
All equipment modern, excellent condition. Established 28 years, present 
price for cleaning $1.45 and $1.35. Plant is definitely showing profit. 
Reason for sale, other interests. ADDRESS, Box 7337, NATIONAL 
CLEANER & DYER. 2 


Modern solvent plant in suburban Philadelphia, 12 retail routes, 2 stores, 
doing $300,000 gross volume yearly. Plant and machinery in excellent 
condition. Established 18 years. Located on main highway. Has excellent 
reputation and financial standing. Will stand rigid investigation. Re- 
quired cash $50,000, balance extended payments. ADDRESS, Box 7338, 
NATIONAL CLEANER & DYER. -2 


DENVER, COLORADO—Drycleaning plant for sale. Practically new 
Hoffman 140F plant with annual volume of approximately $75,000. 3 
trucks. Wishes to retire after 43 years in same location, on a main 
street, in one of the fastest growing cities in the U. S. Ideal climate. 
If you are coming to Denver and interested in a completely equipped 
cleaning plant, be sure to see this one. Always welcome. For complete 
details, write IMPERIAL CLEANERS, 236 Broadway, Denver, Colo. 7299-2 


Drive-in 140 F cleaning plant and shirt laundry, new finishing equip- 
ment. In finest motel district, six blocks from Air Force base. Selling 
price $29,000. Building may be leased or purchased. ADDRESS, Box 
7300, NATIONAL CLEANER & DYER. 2 


Business and real estate. Solvent plant established over 40 years. One of 
the most modern and best equipped in state of Missouri. College town 
must be seen to be appreciated. Owner retiring. ADDRESS, Box 7302, 
NATIONAL CLEANER & DYER. -2 


ESTABLISHED CLEANING BUSINESS IN NEBRASKA, LATEST EQUIP. 
MENT. ANNUAL VOLUME OVER $45,000. CAN BE BOUGHT WITH OR 
WITHOUT REAL ESTATE. A REAL MONEY MAKER. ADDRESS, Box 
7303, NATIONAL CLEANER & DYER. -2 


Small drycleaning solvent plant. Ideal for couple. Year ‘round business, 
located in cool Colorado resort town. Business established 8 years. No 
competition. Modern living quarters. Health forces sacrifice to get quick 
sale. $4,000 will handle, balance to suit buyer. Price includes real 


estate. ADDRESS, Box 7525, NATIONAL CLEANER & DYER. 2 


Laundry and cleaning plant in northwest Indiana. Long established 
business. Annual gross $100,000. Price $40,000. Reasonable terms. Owner 
forced to sell due to other business. ADDRESS, Box 7324, NATIONAL 
CLEANER & DYER. 2 


For sale: petroleum solvent drycleaning plant in Eastern Montana town 
of 10,000. Heart of stock raising, irrigated farming, oil and gas country. 
Business, equipment, building and supplies. Priced for quick sale 
$16,500. $6,500 cash, balance on easy terms to right party. Owner has 
other interests. ADDRESS, Box 7240, NATIONAL CLEANER DYER. -2 


FLORIDA, W. C. Drive-in solvent plant—launderette. 2-year-old plant, 
beautiful building. $56,000 annual gross. Price $50,000—$20,000 dewn, 
balance easy terms. ADDRESS, Box 7139, NATIONAL CLEANER & DYER. 
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CLEANING PLANTS FOR SALE (Cont'd) 


SITUATIONS WANTED 





NORTHERN ILLINOIS SOLVENT PLANT ESTABLISHED 25 YEARS. HOFF- 
MAN AND CISSELL EQUIPMENT, 30 H.P. CLEAVER-BROOKS BOILER. 
GROSS 1954 $35,000. SELL BUSINESS AND EQUIPMENT, LEASE OR SELL 
BUILDING. ADDRESS, Box 7283, NATIONAL CLEANER & DYER. 2 


For Sale: Small laundry and drycleaning plant in the heart of Magic 
Valley, Idaho. Established over twenty years, modern equipment. For 
complete details and terms, write Buhl Laundry and Drycleaners, Buhl, 
Idaho 6085-2 


FOR SALE: PETROLEUM CLEANING PLANT. REAL ESTATE, EQUIP- 
MENT, 2 TRUCKS. ALL GOOD CONDITION. 2 STORES, GOOD LEASES, 
LOW RENT. BUSINESS STEADY, WELL-ESTABLISHED. PRICE $35,000, 
ONE-HALF DOWN. PLANT DOING $34,000 YEARLY, COULD DO $50,000. 
LOCATED IN HEART OF MICHIGAN. ELMER HENRY, 72 LANSING 
AVE., BATTLE CREEK, MICHIGAN. 7372-2 


FOR SALE: MODERN EQUIPPED LAUNDRY AND CLEANING PLANT. 
Volume over $125,000 per year. Excellent location in San Antonio, Texas 
Entire price including call stations—$60,000, terms. ADDRESS, Box 
7373, NATIONAL CLEANER & DYER. 2 


Cleaning plant doing between $75,000 and $60,000 per year 
clientele, located at end 


High-class 
of shopping center in North Jersey shore area 
Price $75,000—cash $35,000, including real estate. Just starting shirt de 
partment. Excellent for good spotter and a partner. ADDRESS, Box 
7374, NATIONAL CLEANER & DYER. 2 


One plant fully equipped: washer, extractor, 2 tumblers, 30 H.P. boiler, 
still, filter, 2 presses (heavy) silk finishing, air drier, boiler return, neon 
sign, etc. We will sell all including real estate for $15,300. Take equip 


ment for best bid. ADDRESS, Box 7376, NATIONAL CLEANER & DYER. -2 








BUSINESS OPPORTUNITIES 


spotter for partner in going business 
chine and spot. Good opportunity for right man 
—Thursday only—WAlnut 
Long Island, New York 





Experienced Must run Vic ma 
Call evenings, Monday 
1-0263, 7:30 P.M.—10:30 P.M., Farmingdale 


7362-11 








FOR LEASE 


Cleaning plant for lease with option to buy. Living quarters attached 





$15,000 annually, cash and carry. Located in the fastest growing area 
in Oregon. Only Port Cleaners, Box 217, Port Orford, 
Oregon 7368-20 


plant in town 








WANTED TO LEASE 
Want to lease with option to buy—small cash-and-carry solvent plant 
ADDRESS, Box 7365, NATIONAL CLEANER & DYER. 17 


WANTED TO LEASE with privilege of buying a plant in one of the 
North Central states. Many years of experience as a quality cleaner 


ADDRESS, Box 7366, NATIONAL CLEANER & DYER. 17 


Want to buy medium-sized drycleaning plant, 
available around February, 1956, by man who owned and operated own 





lease with option to 


plant for 10 years, supervised two plants for large, reliable company, 
Amer 
ican citizen, married, sober, best references. ADDRESS, Box 7367, NA- 
TIONAL CLEANER & DYER. 17 


now connected with international company as plant supervisor 








PERSONAL NOTICE 





whereabouts of a named 


Anyone 











knowing spotter Hyman Spizman, 

please notify his brother, Isadore Spizman. It is very urgent. Address 

319% N. Soto St., Los Angeles 33, Calif 7370-35 
SALESMEN-DISTRIBUTORS WANTED 

DISTRIBUTORS—JOBBERS for wire garment hangers. Exclusive terri 


tories still available. DIAMOND WIRE HANGER CO., CLAIRTON, PA. 
Mirs. of Wire Coat Hangers 5669-14 


Salesman and demonstrator for Metropolitan New York area wanted by 


leading manufacturer drycleaning soaps and specialties. Opportunity 
and good future if qualified, experience essential, give full particulars 
in letter. ADDRESS, Box 7361, NATIONAL CLEANER & DYER. 14 


TECHNICAL MAN for 


with all types of equipment and operation 


servicing cleaning plants. Thoroughly familiar 


Traveling required in North 


eastern area. Salary, expenses and incentive for proven ability. Op 
portunity to grow with expanding organization selling detergents 
ADDRESS, Box 7362, NATIONAL CLEANER & DYER. 14 


Salesman with a large following among cleaners and laundries to sel! 


fur cleaning and storage chemicals. Unusual opportunity with well 


No technical background necessary. Bernard Sirotta Com 
Brooklyn 31, N. Y 5371-14 


known firm 
pany, 620 Smith St 


July, 1955 


Administrative or consultation services (temporary or permanent) relat- 
ing to problems in production, sales, personnel, expansion, etc., is 
offered by one whose broad background in management and produc 
tion engineering in the field of drycleaning-laundry and its associated 
services, assures you of a comprehensive study in simple language. No 
costs (except reimbursement for travel, etc., expenses) for any analysis 
Metropolitan New York, Long Island area. ADDRESS, Box 7312, NA- 
TIONAL CLEANER & DYER. “5 


10 years experience bookkeeping and accounting in the drycleaning and 
laundry industry. Familiar with all phases of this end of the business 
Married, sober, reliable, not afraid to work. Best of references. AD- 


DRESS, Box 7354, NATIONAL CLEANER & DYER. 5 


Position wanted as manager in cleaning plant, have few years of laun 
dry experience. Married, age 41, good references. NID graduate, both 
courses. 23 years experience in cleaning, spotting, finishing, training 
help and managing. Want position with a future. Please state particulars 


ADDRESS, Box 7579, NATIONAL CLEANER & DYER. 5 








HELP WANTED 





PRESS ENGINEER—permanent position with opportunity for rapid ad 
vancement in engineering department of large manufacturer is open 
for qualified engineer experienced in development of laundry and dry 
cleaning presses. Profit-sharing and insurance benefits. Location— 


Rochester, N. Y. ADDRESS, Box 7306, NATIONAL CLEANER & DYER. -7 


SUPERINTENDENT—To supervise laundry and drycleaning production 
in modern, progressive, well-established, 125-employee plant 
60 miles from metropolitan New York, in fast-growing, 
Island Applicant must 
operation and be well qualified in 
production methods 


Location 
pleasant Long 
have experience managing large 
employee relations and efficient 
Applicant must be an enthusiastic industry booster 
and have desire to grow with a growing organization, Salary $10,000 
per year. Job steady, future good. Executive pension plan available 
State all details in letter. Mr. Wesley Springhorn, Blue Point Laundry, 
Blue Point, Long Island, N. Y 7308-7 


community 


Production superintendent for drycleaning plant. Must be able to super 
vise, turn out quality and service and work on base salary plus per 
centage of gross. Opportunity in Midwest. Submit complete information 


ADDRESS, Box 7555, NATIONAL CLEANER & DYER. 7 


Plant manager and assistant plant manager, top-notch, experienced in 


every phase, take charge of large chain-store drycleaning plant. Write 
Franklin Cleaners, 399 St. Pauls Avenue, Jersey City, N. J 7356-7 
EXPERIENCED SPOTTER-MANAGER—For outstanding new synthetic 


plant in Chicago. Growing chain. Opportunity for ambitious young man 
Give full background in letter of reply. ADDRESS, Box 7357, NATIONAL 
CLEANER & DYER. 7 
Man and wife to run oldest cleaner in Pontiac. Salary and commission, 
285 Oakland 

7358-7 


can furnish apartment 


Ave., Mich 


Elk Cleaners, John Crocker, prop., 
Pontiac, 


DRYCLEANING ENGINEER. If you want a permanent position as a de 


velopment engineer on petroleum equipment in the expanding engineer 


ing department of the largest manufacturer, reply giving complete 
qualifications. Location Ohio. Profit sharing and insurance benefits 
ADDRESS, Box 7559, NATIONAL CLEANER & DYER. 7 


PLANT MANAGER New York Metropolitan 


ployee 


area, to manage %400-em 


drycleaning and laundry plant. Extensive prior experience 


managing large plant essential. Salary $10,000 per annum or more plus 
plan and employee benefits. Write stating all 
qualifications in detail. ADDRESS, Box 7360, NATIONAL CLEANER & 
DYER. 7 


management incentive 


Experienced cleaner, spotter, NID graduate preferred. Steady position 
with job security for a top grade man in a quality plant in Connecticut 
ADDRESS, Box 7319, NATIONAL CLEANER & DYER. 7 
MANAGER- 


young man familiar with drycleaning and shirt laundering 


to manage new drive-in. Must be ready to roll up your sleeves, This is 
sur third outlet. Your chance to grow with a young organization. State 
full particulars first letter. Confidential. Fashion Cleaners, Inc., 352 Elm 
St., Stamford, Conn 7380-7 
Wanted; A very good spotter and manager for a new drycleaning plant 


to be installed in one of New York City’s great department stores. A 
starting salary Department Store Cleaners, 52 


MArket 2.7694 7361-7 


good opportunity fair 


Academy St Newark, N. J 
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POWER PLANT EQUIPMENT FOR SALE 


REWEAVING (Cont'd) 





H.P. Ames Steam generator with built-in return system, new 1952, 
$7% an be seer peration, 9 Wood St., Canandaigua, N. Y. Phone 
647 7371-36 








MACHINERY WANTED 


WANTED: USED HOFFMAN UTILITY PRESSES, any mode! 
Address M.A.T.S.A Dr 





any amount 


MEXICO 7, D. F., MEXICO 


670%.% 


Pasteur 113, 








MACHINERY FOR SALE 


LIQUIDATION SALE OF ENTIRE DRYCLEANING PLANT, ALL MACHIN. 
ERY Ai CONDITION, 54 x 70” HOFFMAN BALLOON DRYCLEANING 
WASHERS, 48” and 60” AMICO OPEN-TOP EXTRACTORS, 5000 and 
8000 GALLON FILTERS, MOTOR-DRIVEN PUMPS, TRAPS, ETC. ALSO 
SMALLER WASHERS, EXTRACTORS AND FILTERS AVAILABLE. VERY 
REASONABLY PRICED. WRITE, WIRE OR ‘PHONE FOR FULL DETAILS 
WILLIAMS LAUNDRY MACHINERY CO., INC., 37-37 9th STREET, LONG 





ISLAND CITY 1, NEW YORK. STILLWELL 6-6666 5378-4 
for drycleaning-laundry machinery try KEEL COMPANY, 7230 N. West 
ern Avenue, Chicago 45, Illinois 1463-4 
Butle 1" ga PH tilte Butler 125 G.P.H jistill with pumy 2 
Ame an 36 x 54 washers, Amic ‘ extractor, Hoffman press, Bow 
ne pumy HI General Electri mot 2 Cissell feam spotting 
boards, Out of busine E. Kauimas 24 Bucknell! Ave., Johnstown, Pa 
1377-4 
a hice ale { drycieaning equipment, wast fumbie extractor 
! filte flanks, pressing machine IQ Hotimar ack at finisher 
Lendle at finisher, 3 MoCaskey ash registers like new, with months 
and initia ip to 5-digtt hgure National Ma king Machine, é haracte 
Hae Drum-Master automatic tu eaning machine ke new 
i il one da Haerte! work table, thufter and beater, like new evera 
Sturg roe machine with ck K Allen adding machine ’-digit 
nm ve j ! ndition. Glove mbinalion atomize steam, water, air 
W rite Homes Dry Cleane pr e 666, Br kville, Pa 378-4 


ADJUSTA-FORMS, CERTIFIED REBUILT. PRICED SURPRISINGLY LOW 
WRITE FOR DETAILS. SAXE-FREEMAN COMPANY, OMAHA, NEBRASKA. 
7332-4 


COMPLETE PETROLEUM CLEANING ROOM CHEAP! GROSS AND AMER 
ICAN WASHERS, 2 HUEBSCH TUMBLERS, HOFFMAN FILTER AND STILL, 
15 H.P. BOILER, TANKS, MOTORS, PIPE, VALVES AND MANY OTHER 
ITEMS. WORTH $2,995. MAKE US AN OFFER. MARSHALL'S, RAVENNA, 











OHIO 7333-4 
FILTER: 2300 GPH BOWSER Mone etal screens in A-l shape, also 2 
GPM pumy belt drive. First $4 takes it. DeLuxe Dry ¢ ining 
Batavia, N.Y 7348-4 
ja cone shape tank Very j i nditios Whisler Dry 
Che j Broadwa Ha ver, Pa 49-4 
iu H sible Machiner x xe w i-li if leaning 
iru | 4g Pr perity mility ? ! power press new %4 x 34 Black 
meta tor-dri washe Ch 1g Used & New Laundry Equipment 
( 8 We Lake St Chicag 2, I NEvada 8.8849 7350-4 
Hotiman model 30H—Jet IV perk dr eaning unit completely equipped 
in el vice nly 9 mont Will se hice for as! Monarch Laundry 
lr New Haver Con $51-4 
FOR ALI Ajax air pre years ld, $34* | Hild vacuun 
machine $95. ADDRESS, Box 7552, NATIONAL CLEANER & DYER 4 
i 1Ox4 bell-driven, w i.cylinder Hoftman drycleaning washer for 
scale with EXTRAS. VERY REASONABLE. ADDRESS, Box 7555, NA 
TIONAL CLEANER & DYER 4 
REWEAVING 
FREE SALES KIT—Including easy to-use pricing guide and sales ir 


structions, als lisplay signs. Complete setup to handle REWEAVING as 


a profitable sideline, Retain good will by eliminating plant damages 
With ui mplete FRENCH.WEAVING-OVERWEAVING-STOTING.RE- 
KNITTING service, we can handle any size or type of damage LOW 


WHOLESALE prices and profitable wholesale discount. 24-HOUR SERV- 
ICE available on GLOBE WEAVING SERV- 


all garments. Free estimates 


ICE, 210 W. Van Buren St., 8th Fl., Chicago, Ilinois. Dept. B Amer 
ica's Leading Reweaving Service 4411-29 
MONEY BACK GUARANTEED REWEAVING. Best possible methods 
None better. Display signs, pricing charts, etc. We supply at no charge 
everything necessary to sell this fine service. Liberal discount. Open 
accounts. Return postage paid. Send garment for estimate or ask for 
Sales Kit. WEAVE MASTERS, 413 Race St., Cincinnati, 2, Ohio 7369-29 
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A. A. A. WEAVING SERVICE. Holes, burns, tears and imperfections in 
garments and fabrics of all descriptions expertly rewoven by hand. 
FINEST WORK AT NEW LOW PRICE SCHEDULE. Save money on claims 
and adjustments. Sell this very profitable service to your customers. We 
psy postage one way. A. A. A. WEAVING SERVICE, 1162 MADISON 
AVENUE, NEW YORK CITY 28. 150-29 


REWEAVING, ONE-DAY SERVICE: Cigarette burns, moth-holes, tears, 
spots in clothes, linens, rugs, upholstery fabrics, like new. Small jobs 
returned same day. Send garments for estimate. GIVE US A TRIAL. 
You'll be amazed to see the difference between our work and what 
you've been getting. Established i910. American Textile Weaving Co., 
5 N. Wabash Ave., Chicago 2, Il! 5516-29 


REWEAVING. Complete SALES KIT FREE including signs, advertising 
mats, instruction book, PRICING CHART, work tickets and envelopes at 
NO CHARGE. A prompt efficient WHOLESALE service at a MODERATE 
COST. We reweave the exact pattern in al! fabrics. Our complete re 
weaving service will make you a satisfied, permanent customer. Send 
garment for estimate. Open accounts if desired. Return postage paid 
MONEY BACK GUARANTEE. CINCINNATI REPAIR SERVICE, 415 Hace 
St., Cincinnati 2, Ohio 6066-29 


ADAMS WEAVING COMPANY the best known name in Re-weaving. 
Burns, moth holes, rips in garments, linens and sweaters. An extra 
service for you to offer with an excellent profit. Top-quality workman- 
ship that will avoid trouble with plant damages. Quick and guaranteed 
service. ADAMS WEAVING COMPANY, 1010 Republic Building, 
Chicago, Illinois 5470-29 


REWEAVING CHEAPER THAN YOU COULD DO IT YOURSELF! Prices 
75¢ per running inch. 20°, extra discount for large volume accounts. We 
pay return postage. Open account to established firms. We ship garments 
t the garment 
THRIFTY 
5713-29 


same day as received. Work guaranteed for the life 
Satisfaction or no charge. Free signs, mailing labels and tags 
WEAVERS, 1412 Adams St., Toledo 4, Ohio 

The old reliable “BERGER DAMAGE REWEAVING” serving the cleaners 
and tailors trade almost forty years. The finest type of skilled work only 
Prompt service, reasonably priced. Our work wins you good will. Esti 
mates cheerfully made. Return postage paid by us. If you want the 


“Best,” mail your jobs to “BERGER DAMAGE REWEAVING COMPANY,” 
765 Madison Ave., New York 21, N. Y 5966-29 
REWEAVING BY THE SUPERIOR FRENCH PROCESS. MOTH-HOLES, 


BURNS, ETC., REWOVEN TO THE EXACT PATTERN. COAST-TO-COAST. 
MODERATE PRICES. SMALL DAMAGES RETURNED SAME DAY RE- 
CEIVED. SATISFACTION GUARANTEED. SEND A TRIAL ORDER TO- 
DAY. R. M. WEISSERT, 315 NORTH 7TH ST., ST. LOUIS, MO. 5545-29 


“40°, PROFIT WITHOUT INVESTMENT.” Send us garments with burns, 
rips, holes to be skillfully rewoven by the exclusive WONDERWEAVE 
method. 100 operators, fast service. All work guaranteed for life of gar 
ment. No investment, time or labor required. OR, do your own reweav 
ing. We sell equipment for $12 complete with instructions. Replacement 
points $6 each. Write to Wonder Weavers, established 1899, 44 Whalley 
Avenue, Dept. 9, 3298-29 
50°, PROFIT—without investment. For the BEST deal on all your RE- 
WEAVING, deal LOCALLY. Write for FREE sample jobs, work estimator 
and silk-screened signs (worth $15) 
Inc., 45 Clinton St., Newark 2, N. J 7321-29 
REWEAVING—Saves and renews damaged garments. Contact us. Send 
garments for estimate. MAGIC RE-WEAVING SERVICE—227 Ness Build 
ing, 28 West 2nd South, Salt Lake City, Utah. Phone: 4-4052 1629-29 
FOR GUARANTEED REWEAVING SERVICE ship your next damaged 


garment to us. We use the real French-Rochester Method only. Send us 


New Haven, Connecticut 


International Weaving Industries, 


the difficult jobs that others reject. We will do if right or no charge 
French Textile Co., 428 Avenue A, Rochester 2!, N. Y 5831-29 


INVISIBLE REWEAVING BY EXPERTS. One order wil! convince you that 
we are the best. Three day service on large jobs, one day if requested 
Wholesale prices $.75 per running inch. We French Weave al! small 
damages. Knitted garments expertly repaired. Free estimates. Satisfaction 
guaranteed. We pay return postage on all orders over $5.00. STIMMEL 
RE-WEAVERS, 435 ist NATIONAL BANK BLDG., SPRINGFIELD, OHIO. 

7221.29 


HEDDA MOHL, REWEAVER, formerly VIENNA, PARIS. Original French 
weaving, reweaving, stoting, invisible mending. Holes, burns and tears 
expertly rewoven. Quick service. Satisfaction guaranteed. Wholesale 
prices. Return postage paid. 48-hour service. (Promotion kit free.) Hedda 
Mohl, Reweaver, Colorado Springs, Colorado. East of Chicago, Hedda 
Mohl, 832 Montrose Ave., Chicago 13 4839-29 








SEWING ROOM SUPPLIES 


BARGAINS—100 TALON TROUSER ZIPPERS, $11.50, 24 SUEDE LEATHER 
ELBOW PATCHES, $4.00, 24 KNITTED CUFFS, $3.00. Ask for free price 
list of tailor trimmings, buttons, thread, tags, pins, complete line. Nassau 
Notionhouse, Nassau, N. Y 5639-42 





NATIONAL CLEANER & DYER 











WHOLESALE DYEING FOR THE TRADE 


Our 43 years’ 





experience, your assurance of quality on wholesale dye 


work. ‘We Know How.’’ WHITE'S, INC., Cleaners & Dyers, 2487 Texas 
Ave., Shreveport, La. 5459-12 
LOEBL DYEING IS THE FINEST QUALITY PRODUCED. Al! garments are 
deluxe semi-finished, wrinkle-free, soft feel, easy-to-press. Individual 
nspection of each piece assures satisfaction or money back. We special 
ize on draperies, slipcovers and rugs. Loebl's dye al! « every day 


LOEBL’ S EXPERT 
better work bigger profits 
348 W. SALEM AVE., ROANOKE, VA 

7003-12 


Quick service to parcel-post shippers always. Use 
WHOLESALE DYEING SERVICE NOW fo: 
LOEBL DYE WORKS, INC., 


KRAN-MER DYE HOUSE, 2435 NORTH THIRD STREET, MILWAUKEE, 
WISCONSIN, HAS BEEN SERVING SEVERAL THOUSAND CLEANERS 
FROM COAST TO COAST SINCE 1917. WE OFFER AN UNUSUALLY 
TOP-GRADE PERSONALIZED, EASY-TO-PRESS DYEING SERVICE FOR 
PARTICULAR CLEANERS. NOTHING FINER ANYWHERE. ADVERTISING 
AIDS, POSTERS AND SIGNS WITH FIRST ORDER. THIRTY-DAY AC- 
COUNTS SOLICITED. 7027-12 


For years our EASY-TO-FINISH DYED WORK has pleased the most dis 
For PROMPT SERVICE and the FINEST DYEING of 
try SENECA DYERS, 


7256-12 


criminating customer 
garments, rugs, drapes, slipcovers, suedes, leathers, 


INC., 1127 MAPLE ST., ROCHESTER 11, N. Y. 


1.000.000 
DYEING 


and bed linens, shag rugs, etc 


ITEMS WANTED from the closets of YOUR customers for RE- 
fabric and slick-leather garments, drapes, slipcovers 


FOR 27 YEARS A LEADER in 


producing quality work exclusively in a modern 


table 
the held 
plant with finest dyes 
{including vat dyeing), processes and equipment. MAIL ORDERS held 
in plant ONLY 48 HOURS. WE HANDLE REDYEING OF ALL RUG SIZES 
UP TO 20 FEET IN WIDTH ON A TWO-WEEK SERVICE SCHEDULE... 

ite for particulars NOW. THE ELECTRIC CITY DYEING CO., 
SCRANTON 9, PA 6084-12 


SHARP’S REDYEING COMPANY—DYEING EXCLUSIVELY. WHOLESALE 
ONLY We are nm 


reguiar service o1 


w located in a large building and, in addition 1 ur 


jarments and household goods, are equipped tf jive 


plete service mn rugs and 


a me 
Memphi Tenne 


arpets, any size. 977 Jackson Ave 








TRAINING SCHOOLS AND INSTRUCTIONS 





HUBBARD DRYCLEANING AND REDYEING SCHOOL, Route Char 
ttesville Virginia irses tiered in drycleaning pet eum a 
nthetic spotting, wetcieaning and dyeing. Study w ‘ a k and 


jo both to advance yourself. Catalog sent on request. A CORRESPOND 
ENCE SCHOOL SERVING THE INDUSTRY SINCE 1932 5902-15 
DO INVISIBLE REWEAVING IN YOUR OWN SHOP. Tremend profits 
for you by giving ! ustomers finest work AND ; np! service. We 
teach you w to make tears, cuts, holes, disappear from a thing and 
fabrics. Earning ip to $10 in an hour. Learn in days with the rigina 
Fabricon met i. First in the field. A professiona rse Write { 

FREE detai FABRICON, Dept. RR, 8342 Pra I 

LEARN TAILORING, REPAIRING, REWEAVING i r {A as f 

est tailoring scl hour purse $1( Empire Institute of Tailoring 
422-A East Fift t., Hazleton, Pa 7129-1" 





Price Lists, Shipping Labels 


ee Listing Sheets, Advertising, Sent 
y on Request with Order 


YOU'LL MORE WITH 


La "Franc 


DYE HOUSE 


946 Shehy St 


MAKE 


Our 25 Year 
Experienc ‘ec is 


Your G 
suarantee Youngstow 0 








SUEDE & LEATHER SERVICE 


SUEDES AND LEATHERS cleaned and dyed to perfection. Prompt service 
THE SUEDE KING, !51! East 





Fully insured. Reasonable prices. Ship to 


State Street, Sharon, Pa 5234-13 
uede and Leather cleaned and refinished—Jacket $3.50, Topper, $5.00, 
Coat $6.00. Advance Leather Coloring, 1628 Pitkin Ave., Brooklyn 12 
N.Y 5849-15 
Wholesale leather and sede cleaning, redyeing, refinishing. Hundreds 
{ satisfied customers in every state. Open account, Try our exclusive 


DAVOTEX process. You will be« C.0.D. CLEAN 


me a reguiar customer 


ING & DYEING CO., 1430 Harrison St., Davenport, lowa 6055-15 
SUEDE AND LEATHER SPECIALISTS. Guaranteed ‘Clean Bright clean 
ing and refinishing process. Natural ils, color and softness restored 
One week service. All garments sent to us are fully insured, wholesale 
and retail. Once a customer, always a customer. Send for price list. Re 


turned parcel post prepaid. BERKSHIRE SUEDE AND LEATHER CLEAN 
ING CO., 66 DALTON AVE., PITTSFIELD, MASS 7092-13 


COLE LEATHER CLEANERS OF AMERICA. LET OUR 40 YEARS of quality 


ndifioning a eaning {a hades { leather and suede—work 
for you. Our work is known to be the finest—designed for those inter 
ested i maintaining iperior ervice af reasonabie prices Send your 
jarments tor prompt letailed port uding cost for necessary work 
Write today ! price t “OUR RECOMMENDATION COMES FROM 


OUR CUSTOMERS,’ ‘COLE LEATHER CLEANERS OF AMERICA, 1287 
SECOND AVE., N. Y. 21, N. Y. PHONES: LEhigh 5-0060—LEhigh 5-02% 

5968-13 

CERTIFIED LEATHER CLEANERS—the first and on 
if t atisfaction 


eaner ering : ju 
i Avenue 


CLEANERS, 734 S.W. 221 
WHITE LEATHER JACKETS CLEANED AND REFINISHED 


suede and leather 
CERTIFIED LEATHER 
Miami, Florida 334-15 


srantee 


Original soft 


ness and suppiene retained imilar refinishing on pinks, blue and 
ther pastel-colored garments in addition to the usual browns and blacks 
This private pr ess was previously availabie to only 4 tew { Chicag 
leading cleaners bul ft te perations have been enlarged |! meet in 
creased demand We emphasize ftness. Prompt one week service 
Wholesale or hicago Leather Service, 1565 N. Halsted St., Chicag 
il '220-15 








BUSINESS SERVICE 


CONSULTANTS 





DIRECT-MAIL ADVERTISING for cleaners that jets new busine al iow 
cost. Write for free Reba Martin 4201 N. W. @nd Ave 


Miami 37, Fla 5974-1 


samples 


45°, MORE BUSINESS IMMEDIATELY with this amazing } ’ n Direct 
Mai Promotion Z year study and experience ! the niroduct! 
price of $1 Money back guarantee. Supply limited. Rochester Market 


Research, 804 Granite Bldg., R N. Y 


hester 








MISCELLANEOUS 


ELIMINATE THE REMOVAL OF BUTTONS AND BUCKLES. Save on labor 





cut down complaint speed up production. Allow us to place ir 
plant on approval a small assortment of SLIP-ON BUTTON AND BUCKLE 
PROTECTORS. We know of no better way for a plant mar t idge 


SLIP-ON BUTTON AND 


Fresno 1, Califor: 


sur product. Over 2 plants have used them 


BUCKLE PROTECTOR CO., 2610 Clay Ave., 5476-8 
BLOOD BLASTER VANISHES BLOOD STAINS INSTANTLY. $1.75 BOT 
TLE, $15 GALLON. DISTRIBUTOR DISCOUNTS. RO-WASH, 696 PEM 


BROKE ROAD, JENKINTOWN, PENNSYLVANIA 7363-8 


1955 


July, 





LET US TELL YOUR CUSTOMER! Impartial! laboratory reports on garment 
damage for ettlemen!t of ain expert testimony tor arbitration or 
referee. Prompt service, reasonable fee. TEXTILE ANALYSIS SERVICE, 
44 Fisherville Rd., Route | Pena k, N.H 3635-25 


IN TROUBLE? Our chemical! analysi { garments and laboratory reports 
place resp sibility for damage and save your money. Charges light 
HUBBARD TEXTILE CONSULTING BUREAU, RT. 3, CHARLOTTESVILLE, 
VA. 6040-25 


GARMENT ANALYSIS SERVICE: Nationa 


Hering a gua 


ly recognized laboratory facili 


fies now ranteed-tast package service for the 
CONSUMER 


leaning and Laundry Department, 
7192-25 


analysis 
irycleaner Reasonable charge Mail your problem to 


TESTING LABORATORIES, INC., Dry« 
25 Huntington Ave., Boston 16, Mass 








TAILORING INSTRUCTIONS 
LEARN TAILORING, REPAIRING, DESIGNING and CUTTING or 





mens 


and women's garments. (3 Separate Books.) Free bocklets describing these 
books sent on request. Resident courses al Master Designer, Dept. K 
401 State Street, Chicago, Ill 5670-16 
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A 
Adco, inc. 
Almore Dye House 


Anderson-Prichard Oil Corp. 


Behrstock Co., L. 

Berlou Manufacturing Co., The 
Bishop Co., G. H. 

Bock Laundry Machine Co. 
Braun iInc., G. A. 


Butier Manufacturing Co. 


Cc 


Caled Products Co., Inc. 


Chevrolet Division of 


General Motors 
Cissell Mfg. Co., Inc., W. M. 


D 
Davies-Young Soap Co., The 
Davis Specialities, inc. 
Dello Products Co. 
Detrex Corporation 


Dicalite Division, Great Lakes 
Carbon Corp. 


Dodge Division, Chrysler Corp. 


Dow Chemical Co., The 


Eaton Chemical & Dyestuff Co. 


Elcco Division of Intercontinental 


Manufacturing Co., Inc. 
Ellenbogen & Shannon, Inc. 


Emery industries, Inc. 


G 


Geigy Chemical Corp. 
General Dyeing Co. 
Glover, inc., Bill 
Greenville Chemical Co. 


Gross Machinery Ce., Inc. 





dt dry-Cleaning 
Machinery Co. , 15 





Hoffman Machinery Corp., U. S$. 
54-55, 4th Cover 


Hopkins Equipment Co. 92 
Hoyt Manufacturing Corp. 33 
Huebsch Manufacturing Co. 29 


intercontinental Manufacturing 
Co., Inc., Eleco Division 


international Paper Co. 


Johns-Manville Second Cover 


Keystone Aniline and Chemical 
Co. ; 79 


Kohnstamm & Co., Inc., H. 


L 
la France Dye House 
Latimer Manufacturing Co., P. M. 
Leffel & Co., The James 


Lincoln Bag Co., Inc. 


M 
Manitowoc Engineering Corp. 


Marlow Pumps Division of Bell 
& Gossett Co. wee 21 


Minneapolis-Honeywell Regula- 
tor Co. 75 


N 
National Cleaner & Dyer 14, 96 


National Cleaners Chemical 
Manufacturing Co. , 19 


National indemnity Exchange 102 
Nelsonating 101 
Newhouse Co. 99 


New York Pressing Machinery 
Corp. 98 


Nicholson & Co., W. H. 49 


Nu-Pro Manufacturing Co. 57 


° 


Ontario tron Works 





Heerte!l Co., Walter 





P 
Pantex Manufacturing Corp. .. 
Pora-Lux Products Co. 
Pittsburgh Tag Co. . 
Pre-Marked Strip Tag Co. 
Prosperity Co., Inc., The 
Prym, inc., William 


Q 


Quality Products Co. 


R 
Reliable Machine Works, inc. 


Riverside Manufacturing Co. 


s 


Sec-O-Matic Division, inter- 
national Projector Corp. 


Shell Oil Co. 


Shields Engineering & Manufac- 
turing Co. . 


Star Service Hanger Division of 
lL. A. Young Spring & Wire 
Corp. . ree .ird Cover 


Stauffer Chemical Co. , we 
Street & Co., Inc., R. R.. .5, 71, 72-73 
T 
Textile Marking Machine Co., Inc. 98 
Time Severs, Inc. 101 
Tru Color Dye Works, Inc. 103 


U 


U. S$. Hoffman Machinery Corp. 
54—55, 4th Cover 


v 
Vic Cleaning Machine Co. 


Viking Pump Co. 


w 
Washex Machinery Corp. 
Wayne Pump Co., The 
White Machine Co., Inc. 
Wichita Precision Tool Co., Inc. 


NATIONAL CLEANER & DYER 
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WE wih HOFFMAN 
THE AERODRAULIC OFFSET 





No other press like it! 
Makes.the mean jobs easy—and does them fast! 


Those flowing skirts, full lines, sweeping garments—so unhandy to 
work on most presses—slide right through, smoothly and beautifully, on 
the unique Hoffman AERODRAULIC Offsets. 

The éxclusive buck on this press reaches far out, clear of the frame- 
giving ample room beneath for circular garments to swing free. No 
crumpling or mussing of the sections already pressed. There’s a wide 
adjustable canvas shelf below to catch the items that might drag on the 
floor; it’s a big help im pressing drapes and other large area work. 

And all the famous Hoffman ‘“Aerodraulic” advantages are here, with 
air and hydraulic pressure to work the head. It’s a natural for women 
operators—using their fine touch on fine garments all day, without fatigue 

suilt in 38, 43, and 47-inch models, with choice of steam or polished head. 
The Offset is also available in manually-operated models. Your Hoffman 
dealer will be happy to show you all about the new Hoffman Offset Presses. 


Call your Hoffman dealer—or write: 


105 FOURTH AVENUE, NEW YORK 3, N.Y. 





